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Noyes Fiber MM/SM OTDR 


M200-K-QUAD is a Noyes Fiber 850/1300-nm Multimode 
and 1310/1550-nm Singlemode Handheld OTDR. Ideal 


for Tier-2 certification of premises fiber optic networks. 
Features integrated 650-nm visual fault locator with red 


| 
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laser. Includes two ST, two SC 
and one FC test port adapt- 
ers, stylus, CompactFlash 
card installed in unit, USB 
CompactFlash reader, trace 
analysis software CD-ROM, 
power cord, tool-free 6-hour 
Li-ion battery, 110/220-V ac 


case with shoulder strap. 


BASXKSO4 ew ccccosnpecanasees 


M650 MENU 


Noyes Compact 
Quad OTDR 


The M650 Compact Quad OTDR is a full-featured Singlemode and Multimode OTDR with an integrated 

Visual Fault Locator, optical power meter and large transflective touch screen suitable for both indoor and 
outdoor operation. The M650 OTDR supports Full-Auto, Expert, and Real-Time test modes, precision event 
analysis, dual-wavelength testing, rich file naming, and an intuitive job setup functionality. Includes Li-ion 
battery, ac charging cord, user manual and Soft Case. 


M650-100-LP1-S1 Noyes M650 Compact Quad OT 


812X374 
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M200 FEATURES 
° Handheld, 0.9 kg (2 Ib) 


e 22 dB (MM), 26 dB (SM) dynamic range 

e Integrated VFL (650 nm) 

e Tool-free, switchable adapters 

e Transflective (indoor/outdoor) touchscreen display 


e USB Host and Function Ports 


power adapter, adapter caps and user guide in a rugged, soft-sided blue carrying 


M200-K-QUAD Noyes Fiber MM/SM OTDR 
sie sete LO eee $8990.00 ea. 


DR w/ Soft Case 
Ee eee eee rc $12985.00 ea. 
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M650 FEATURES 
¢ 22 dB (MM), 26 dB (SM) dynamic range 


¢ Integrated OPM and VFL (650 nm) 

¢ Full Auto, Expert and Real-Time test modes 

¢ Perform Pass/Fail Event and Link measurements 
¢ Transflective (indoor/outdoor) touchscreen display 


e USB Host and Function Ports 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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Basic Fiber Verification Kit 


The Fluke Networks FTK1000 SimpliFiber Pro Basic Fiber 
Verification Kit is for multimode applications. The FTK1000 
allows you to test multimode fiber for power loss in any 
multimode network. Includes SimpliFiber Pro Optical 
Power Meter with SC adapter, 850/1300 multimode source 
with SC connector and carry case. 


FTK1000 Basic Fiber Verification Kit 
O4AAX3 SC re ee erick oc civnccbcictctecctcvasndhleseesss $1990.00 ea. 


SimpuFiser Pro 


FLUKE Saal 
networks. VR aaa 
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Multimode Fiber st eee 
Verification Kit w/FT500 


The Fluke Networks FTK1350 Multimode Fiber Verification 
Kit with FT500 Fiber Inspector Mini is for testing, inspecting 
and troubleshooting multimode fiber. Measure power and 
loss quickly and accurately with the automatic wavelength- 
sensing feature of the meter that identifies the source 
wavelength and sets itself appropriately so you don't have 
to. Includes power meter, 850/1300nm source with SC con- 
nector, VisiFault VFL, FT500 Fiber Inspector Mini, FiberFinder 
Remote ID sources, carrying case, ST and LC adapters. 


FTK1350 Multimode Fiber Verification Kit w/FT500 
OEE SS ree even Teens dis mea caicasieutuvicdebncbbncenceceees $4115.00 ea. 


Simplifipber Pro Optical Simplifiber Pro Single mode VISIFAULT Fluke Networks 
Power Meter 1310/1550 Source Visual Fault Locator FT500 Fiberlnspector Mini 
044X956 ....... $925.00 ea. 044X957 ..... $1690.00 ea. O44X8971........ $300.00 ea. O44X779..... $1490.00 ea. 
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SMLP4-4 Noyes Fiber SM/MM 
Fiber Optic Loss Test Kits 


The Noyes Fiber SMLP4-4 test kit combines the OPM4-2D optical power meter 
and OLS4 integrated LED and LASER light source and is ideally suited for test- 
ing fiber optic networks with hybrid (single-mode and multimode) cables. 


The OLS4 light source has 850/1300 nm LED multimode output and 
1310/1550 nm singlemode output, individually at CW or with user selectable 
modulated Tone. The OPM4-2D power meter measures optical power in Prem- 
ises, Telco or Broadband networks and performs insertion loss measurements. 
Comes with either SC or ST adapters. 


Includes OLS4 optical light source, OPM4-2D optical power meter, AA batteries, 


protective rubber boots, adapter cap, 50 and 62.5um mandrels, SMLP4-4 test 
kit user’s guide, and carry case. 


SMLP4-4 SPECIFICATIONS 


Pm pe sea 
wOouUurce JL w- 
we pastime aac 


Wavelength 850, 1300, 
1310, 1550nm 
Tone Generator Y 
Emitter Type LED & Laser 
Meter OPM4-2 
MM/SM Both 
Dual Display Y 
_Data Storage No 


SMLP5-5 Noyes Fiber SM/MM Fiber Test 
Kits with Data Storage 


The Noyes Fiber SMLP5-5 test kit combines the OPM5-2D optical power meter 
and OLS4 integrated LED and LASER light source and is ideally suited for test- 
ing fiber optic networks with hybrid (single-mode and multimode) cables. 


The OLS4 light source features 850/1300 nm LED multimode output and 
1310/1550 nm singlemode output, individually at CW or with user select- 

able modulated Tone. The OPM5-2D power meter measures optical power, 
performs insertion loss measurements, and features data storage of up to 500 
records per wavelength. Comes with either SC or ST adapters. 


Includes OLS4 optical light source, OPM5-2D optical power meter, AA batteries, 
protective rubber boots, adapter cap, USB cable, software and user's guide, 50 
and 62.5 um mandrels, SMLP5-5 test kit user's guide, and carry case. 


SMLP5-5 SPECIFICATIONS 


Source OLS4 
Wavelength 850, 1300, 
1310, 1550nm: |} 
Tone Generator v 
Emitter Type LED &Laser | 
Meter OPM5-2 | 
MM/SM Both | 
Dual Display Y | 
Data Storage Y 


SMLP4-4 Singlemode/Multimode Test Kit SC 


812X724 7532 1-2, $2590.00 ea.; 3-up, $2513.00 ea. 
SMLP4-4 Single mode/Multimode Test Kit ST 

812X726 2 1-2, $2590.00 ea.; 3-up, $2513.00 ea. 
OLS4 Fiber LED & Laser Light Source SC 

S12X708S24.....-- 1-2, $2290.00 ea.; 3-up, $2222.00 ea. 
OLS4 Fiber LED & Laser Light Source ST 

Si12X7107- 1-2, $2290.00 ea.; 3-up, $2222.00 ea. 
OPM4-2D Fiber Optic Power Meter 

812X554. 1-2, $445.00 ea.; 3-up, $432.00 ea. 
812X212 Universal 1.25 mm Adapter Cap.............. $54.00 ea. 
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SMLP5-5 SM/MM Fiber Test Kit w/Data Storage SC 
812X207 1-2, $2990.00 ea.; 3-up, $2901.00 ea. 


SMLP5-5 SM/MM Fiber Test Kit w/Data Storage ST 
812X578 2 1-2, $2990.00 ea.; 3-up, $2901.00 ea. 


OLS4 Fiber LED & Laser Light Source SC 
812X708 7 1-2, $2290.00 ea.; 3-up, $2222.00 ea. 


OLS4 Fiber LED & Laser Light Source ST 
812X710 22 1-2, $2290.00 ea.; 3-up, $2222.00 ea. 


OPM5-2D Fiber Optic Power Meter w/Data Storage 
312X560 1-2, $790.00 ea.; 3-up, $767.00 ea. 


8800-00-0224 Universal 1.25 mm Screw-on Adapter Cap 
812X212 2529i..1 SEA... See $54.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 
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SLP4-FTTH Triple Wavelength 
Singlemode Test Kit SC 


The Noyes Fiber SLP4-FTTH Triple Wave Test Kit features triple wavelength sin- 
glemode Laser output with Wave ID and Set Reference. Each wavelength may 

be transmitted individually at CW or with user selectable modulated Tone. Also, 
each wavelength (1310, 1490 and 1550nm) may be transmitted with Wave ID. 


Includes OLS7-FTTH optical light source, OPM4-4D optical power meter, AA 
batteries, protective rubber boots, SC adapter cap, user guide and carry case. 


SLP4-FTTH Triple Wavelength Singlemode Test Kit, SC 
812X721 1-2, $3140.00 ea.; 3-up, $2983.00 ea. 


For more information 
www.specialized.net 


Triple Wavelength 
SM Light Source 


The Noyes Fiber OLS7-FTTH Triple Wavelength 
Singlemode Laser Source is a rugged laser source 
designed for performing insertion loss measure- 
ments on singlemode fiber optic links when used 
with an optical power meter. Features a triple 
wavelength LASER output from a single port at 
1310, 1490 and 1550 nm. Wavelengths may be transmitted individually at CW, 
with user selectable modulated Tone, or with Wave ID. Unit will also transmit 
pairs in an alternating pattern and triple wavelengths in a sequential pattern in 
Wave ID. 


OLS7-FTTH Triple Wavelength SM Light Source, SC 
S12X47 2 es 1-2, $2490.00 ea.; 3-up, $2416.00 ea. 


www.specialized.net 


SLP4- FITH AND SLPS-FT TH SPECIFICATION COMPARISON 


SLP4-FTTH ——sSLPS5-FTTH SLP4-FTTH = SLP5-FTTH 
Source OLS7-FTTH OUS7-FITH Meter OPM4-4D OPM5-4D 
Wavelength Transmission 1310,1490,1550nm = 1310, 1490, 1550nm =| MM/SM Both Both 
Tone Generation Mode Y Y Dual Display Y Y | 
Emitter Type Laser Laser Data Storage Y 


FIBER OPTICS 
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SLP5-FTTH Triple Wavelength 
SM Test Kit with Data Storage 


The Noyes Fiber SLP5-FTTH Triple Wave Test Kit features triple wavelength 
singlemode Laser output with Wave ID and Set Reference. The SLP5-FTTH has 
up to 500 records per wavelength storage. 

Includes OLS7-FTTH optical light source, OPM5-4D optical power meter, AA 
batteries, protective rubber boots, SC adapter cap, user guide and carry case. 


SLP5-FTTH Test Kit, SC with Data Storage 
2D dey TO 1-2, $3485.00 ea.; 3-up, $3311.00 ea. 


Fiber Optic 
Power Meters 


The Noyes Fiber OPM4-4D and 
OPM5-4D from AFL Telecom- 
munications are handheld 
optical power meters designed 
for measuring optical power in 
Premises, Telco, or Broadband 
networks and for performing 
insertion loss measurements on multimode or single- 

mode fiber optic links. Calibrated wavelengths are 850, 980, 1310, 1490, 1550 
and 1625nm. 


The OPM5-4D stores up to 500 records per wavelength of power or insertion 
loss measurements. Adapter caps not included. 
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OPM4-4D OPMS-4D 


OPM4-4D Fiber Optic Power Meter 
812X555 -2, $595.00 ea.; 3-up, $578.00 ea. 


OPM5-4D Fiber Optic Power Meter w 
S1i2X712 6) cee 1-2, $949.00 ea.; 


Data Storage 
3-up, $921.00 ea. 
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PocketClass”™ 
Optical Test Kits 


These JDSU dual-wavelength 
optical test kits include dual-port 
laser source and power meter 
with a UPP interface for single- 
mode power measurement and 
loss test. The reference level for 
attenuation measurement is made 
to IEC-874 (method 6) and can be 
saved with a single keystroke. 


JDSU’s Model OMK-6 Telco Kit is 
the WAN version that combines an 
OLS-6 singlemode 1310/1550-nm 
laser light source with an OLP-6 -65 to +10-dBm 
optical power meter. The OMK-7 Multimedia Kit for 
CATV applications features an OLS-6 singlemode 
1310/1550-nm laser light source paired with an OLP-8 -50 to +23-dBm opti- 
cal power meter. 
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Optical taset Spurte’ OLS-6 


Optical Power Meter OLP-S 
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PocketClass”™ Light Sources 


OLS-5 and OLS-6 JDSU light sources offer high 
stability and long battery operating time in rugged, 
pocket-sized casings for direct use in the field. Simple 
three-button operation and easy-to-read display make 
them extremely easy to use. 


Model OLS-5 is the economical multimode solution for 
LAN applications with 850- and 1300-nm LEDs on one 
output port. The OLS-6 model is a universal, cost- 
effective singlemode source with 1310- and 1550-nm 
laser diodes on two output ports. 


Each model includes two AA batteries and operating manual in a belt pouch. 
These 7.05-pound units measure 2.87" x 1.1" x 5.5". One-year warranty. 


PocketClass” 
Power Meters 


The OLP line of pocket- 
sized optical power me- 
ters provides an excellent 
price/performance ratio 
for universal, singlemode 
loss test and systems 
power measurements. Use 
them for cable, system 
and network installation 
and maintenance. Each 
model uses a 2.5-mm 
connection. 


OLP-5 is the economical solution for LAN applications with a dynamic range of 
-60 to +5 dBm. The OLP-6 is a universal meter for telecom applications with 

a dynamic range of -65 to +10 dBm. Use OLP-8 to measure -50 to +23 dBm 
high optical power values. 


Each model includes two AA batteries and operating manual in a belt bag. 
These 6.34-pound units measure 2.87" x 1.1" x 5.5". One-year warranty. 
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OMK-6/OMK-7 KIT SPECS COMPARISON 


Singlemode Source OLS-6 | OLS-6) a 
Wavelengths (nm) 1310, 1550 1310, 155 
Emitter Type 


[Meter | = “See oltre 6 


Measurement Range/Units | -65 to +10 dBm | -50 to 123 dBm 
Wavelengths (nm) 850, 1300, 1310, | 980, 1310, 1480, 
1490, 1550 1550 


Each kit includes source, meter, singlemode test cable, cleaning sticks and 
tissues, four AA batteries, two belt bags and two operating manuals in field 
transport case. Three-year calibration period. One-year warranty. 


345X220 OMK-6 PocketClass Telco Kit, SC .....$1695.00 ea. 
345X225 OMK-7 PocketClass Multimedia Kit, SC..1945.00 ea. 


SOURCE SPECS 


Connector Style Si 
[Laser | 
[so 


Emitter Type Laser 


Connector Stye SC 


OLS-5 PocketClass Multimode LED Source, ST 
B45X23O wiscccieerkstresaea Oona ee $845.00 ea. 


OLS-6 PocketClass Singlemode Laser Source, SC 
S45 X24 Wirscaccccssanssesenstaxenunaeen ss state ne eee $1490.00 ea. 


Meas. Range/Units | -GO to +5 dBm 


Wavelengths (nm) | 820, 850, 


1300, 1550 
OLP-6 
-65 to +10 dBm | 
850, 1300, 1310, 


Meter 


Meas. Range/Units 


Wavelengths (nm) 


1490, 1550 
Meter OLP-8 
Meas. Range/Units | -50 to +23 dBm 
Wavelengths (nm) 980, 1310, 1480, 
1550 
2256/01 OLP-5 PocketClass LAN Power Meter 
345X245 bch Ath Shi Sere eee $350.00 ea. 
2256/02 OLP-6 PocketClass Telecom Power Meter 
BSA5X25O Bae aC anttaes ees ec $415.00 ea. 
2256/03 OLP-8 PocketClass CATV Power Meter 
345X255 Cie ee hee ee eee eee $685.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 


Optical Fiber identifiers 


Noyes Optical Fiber Identifiers are rugged, handheld, and easy-to-use fiber optic 
test instruments designed to detect optical signals transmitted through a single- 
mode fiber without disrupting traffic. During installation, maintenance, rerouting, 
or restoration; it is often necessary to isolate a specific fiber. By simply clamp- 
ing an Optical Fiber Identifier onto a gently bent fiber, the unit will indicate if 
there is [No Signal], [Tone] or [Traffic] and identify signal direction. 


The OF! 200D model and OFI 400 model Identifiers are equipped with a unique 
two-position head design that can be configured to work with 250 pm, 900 um, 
ribbon, or jacketed fiber in seconds, without tools or adjustments. When testing 
coated fibers, the slim design of the OFI 200D and OFI 400 models allows 
easier access on a splice tray where the amount of work space is limited. The 


OFI 200D/400 SPECIFICATION COMPARISON 


Minimum Detect Level (Average Power, Typical) 


-40 dBm @ 1310 nm (CW or traffic) -45 dBm @ 1310 nm (CW or traffic) 
-43 dBm @ 1310 nm (tone) -45 dBm @ 1310 nm (tone) 
-45 dBm @ 1550 nm (CW or traffic) | -50 dBm @ 1550 nm (CW or traffic) 
-50 dBm @ 1550 nm (tone) -50 dBm @ 1550 nm (tone) 


250-um Coated Fiber 


-30 dBm @ 1310 nm (CW or traffic) 
-32 dBm @ 1310 nm (tone) 
-33 dBm @ 1550 nm (CW or traffic) 
-37 dBm @ 1550 nm (tone) 


-30 dBm @ 1310 nm (CW or traffic) 
-30 dBm @ 1310 nm (tone) 
-33 dBm @ 1550 nm (CW or traffic) 
-33 dBm @ 1550 nm (tone) 


3-mm Jacketed Fiber 


Insertion Loss 
(Typical) 250-~m 
Coated Fiber 


0.6 dB @ 1310 nm 
2.5 dB @ 1550 nm 


0.6 dB @1310 nm 
2.5 dB @ 1550 nm 


0.8 dB @ 1310 nm 1dB @ 1310 nm 
2.5 dB @ 1550 nm 2.8 dB @ 1550 nm 


800-1700 nm 800-1700 nm 


250 ym (SMF-28) @ 1550 nm 


<100 k psi max 


Fiber Size 
Tone Detection 


250-um, 900-Um, 2-mm or 3-mm jacketed or ribbon fiber 
2000 + 100 Hz 270, 330, 1000 or 2000 Hz (+5%) 


+13 dBm to -50 dBm 
SMF-28/28E 250 um @ 1550 nm 


dBm, dB 


Multi 7 segment LCD; 3 LEDs; 
1 piezo busser 


Wilcom 


Optical Fiber Identifiers 


Wilcom’s hand-held OF! models are rugged, and identify 
most optical fibers by detecting the optical signals being 


mission is shown by LEDs on the probe. When modulated 
tones are present on the fiber under test, it will detect 


BL 
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TRAFFIC 
NO SIGNAL 
TONE 
LOW BATT 


OFI-200 
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OFI-400 


OPTICAL FIBER IDENTIFIER 
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clamping trigger is ergonomically designed to fit the natural motion of the op- 
erator’s hand. A high impact molded plastic case makes the OFI models suitable 
for use outside plant or in the central office. 

The OFI 400 model is the next generation of Noyes Optical Fiber Identifiers. It 
has all the features of the OF! 200D model plus easy-to-read LCD display with 
Backlight, multiple [TONE] signal detection (270 Hz, 330 Hz, 1 kHz, or 2 kHz), 
power saving feature, and [Set Reference] feature. The OFI 400 model also 
measures and displays fiber core power or relative power on an LCD display. 


Both models are battery operated with the battery indication feature and per- 
form thousands of tests before batteries replacement is necessary. 


OFI200D Optical Fiber Identifier 
S12X395e 1-2, $1490.00 ea.; 3-up, $1446.00 ea. 


OF1|400 Optical Fiber Identifier 
S12X410 Fee 1-2, $1490.00 ea.; 3-up, $1446.00 ea. 


For more information 
www.specialized.net 


Wilcom 


F6222 
OFI 
PROBE 


PATENT PENDING 


transmitted through a singlemode fiber. By using local 
detection technology (non-destructive macro-bend detec- 
tion), both units get rid of the need to open the fiber at the 
splice point for identification, eliminating the probability of 
service interruption. 

Signals detected by both units include continuous wave, 
live optical transmission and low-frequency modulated 
tones at 270, 1000 and 2000 Hz. On the 751X300, when 
traffic is present on the fiber tested, the direction of trans- 


751X300 F6121A Basic Fiber Identifier...............0... 
751X315 F6222 Advanced Fiber Identifier............ 


www.specialized.net 


and illuminate the corresponding LED for 270, 1000 or 
2000 Hz. The 751X315 tests the same way, but the rela- 
tive core power in the fiber is measured and displayed on 
a two-digit, seven-segment LED. This allows for the mea- 
surement of power loss through a splice or connector. 
Includes probe and three interchangeable adapter heads 
for jacketed, coated or ribbon fiber in a carrying pouch. 
Each 7.5-ounce unit is 7.5" x 1.25" x 1". Features a one- 
year warranty. 


1-2, $1490.00 ea. 
1790.00 ea. 


; 3-up, $1421.00 ea. 
; 3-up, 1706.00 ea. 
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Ideal VFF5 Visual Fault Finder 


The Ideal VFF5 Visual Fault Finder locates fiber imperfections, breaks within 
the deadzone of an OTDR and misconnections in fiber optic cables. Find bad 
splices, faulty pigtails and crimps plus poor components or connections with 
this basic fiber test tool. Also locate microbends and macrobends. It's ideal for 
verifying continuity, too. Includes lens cap, lanyard, two 1.5-volt AA alkaline 
batteries, carrying case and instruction sheet. 


203X990 VFF5 WAV Visual Fault Finder.............. $325.00 ea. 
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HiLite Visual Fault Identifier 


The Noyes Fiber HiLite 
is a compact but 


HILITE SPECIFICATIONS 


powerful visible red Optical Output 650 nm laser; 1 mW max, 

laser source designed pulsed ata 2-Hz, 50% duty cycle 
to troubleshoot faults | Spectral Width 5 nm typical 

on fiber optic cables. . 

Light generated by Fiber Type Singlemode 

these units will escape | Connectors SC, FC, ST, E2000 

from sharp bends and 

breaks in jacketed or Range Up to 5 km 

bare fibers, as well aS | Battery Life 18 hrs with AAA alkaline battery 


poorly mated connec- 
tors. Identifies faults in fiber optic jumper cables, distribution frames, patch 
panels, and splice trays. Comes with VFI3 unit, instruction card and case. 


812X250 VEI-3 HILITE Visual Fault Identifier ......... $275.00 ea. 
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eile 
DATA*SIGNAL*VOICE 
170XL FEATURES 


635-nm red laser diode 


Blinking output mode increases viewing contrast 


48 hours of continuous operation 


Standard AA size 1.5-V batteries 
Rugged, compact and splash-proof aluminum design 


Universal quick-connect 2.5-mm receptacle 


170XL Visual Fault Finder 


The Greenlee 170XL Visual Fault Finder features continuous wave output 
mode for steady fault location. It finds breaks to 3 km. Blinking output mode 
increases viewing contrast. An easy-to-use quick interface fits ail 2.5-mm 
connector interfaces (FC, SC and ST). The ergonomic rotary switch permits 
easy one-handed operation. This VFL features a rugged, compact and splash 
proof aluminum design. 


297X115 17 OX!2 Visual Fault inde iiterrsseeercenea $399.00 ea. 


Pocket Pal 
Visual Fault Locator 


The Exfo FLS-241 Pocket Pal Visual Fault 
Locator is a robust, cost-effective OTDR 
dead-zone tool. It identifies fibers from 

end to end and locates polished connec- 
tor endfaces easily. Up to 5-km distance 
range and a 635-nm wavelength. Features 
a universal connector that accommodates 
2.5mm ferrules. Optional 1.25-mm adapter 
Cap accessory sold separately 


FLS-241 FEATURES 
Bright red laser at 635-nm 


Pulsed operation 

50 hours of operation (typical) 
Standard AAA alkaline batteries 
Rugged and weatherproof 


Universal 2.5-mm connector 


FLS-241-UNIV Pocket Pal Visual Fault Locator 
880X700 wie ees ee ee $370.00 ea. 
880X770 GP-1008 1.25-mm Adapter Cap.............. 125.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


FIBER OPTICS 


same day shipping Test 
ne FLUKE 
_N NOYES works 
A Division of AFLTelecommunications 
For more information 
www.specialized.net 


. Visual Fault Locator 
Optical Fault 


Identifier VFI-2 SPECIFICATIONS The Fluke Networks VisiFault AWRY ANG Ty at =) tote 
illuminates fiber breaks, 
locates fiber breaks with Optical Output Power 1 mW, 2 Hz or CW cords and tight fiber bends in | visible Wavelength 650 nm 


a 650-nm visible red laser 
source. Compact yet power- 
ful optical fault identifier 
features a universal con- 
nector interface for quick 
connection. Visual Fault 
Identifier's output is 1 mW 
on high power. Comes with 
VFI2 unit, instruction card, and carrying case. 


812X605 VEFI-2 Visual Fault Identifier... $375.00 ea. 


DP GTib 


(into Singlemode Fiber) equipment racks. The choice 
of continuous wave output 

for steady fault illumination 

or flashing output makes for 
easier fault location. Comes 
with 2.5mm universal adapter. 
Order the optional 1.25-mm 


adapter for LC/MU connections. 


Emitter Type Bright red laser 


Emitter Type Laser (FDA, IEC Class Il) Output Power Limi mas 


Safety Class FDA 2, IEC 2 


Output Modes 


Continuous (steady), 


Connector Interface Univ. 2.5-mm adapter flashing (2-3 Hz pulsed) 


Modulation 2 Hz or CW selected Range 3 km MM, 4 km SM 


044X891 VISIFAULT Visual Fault Locator ............. $300.00 ea. 
044X666 NF3880 Universal 1.25-mm Adapter........... 92.00 ea. 
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GY 
2 FFL SERIES SPECS 
Visual Fault | Optical Output 650 nm laser; 1 mW max, 
Be Be 
Locators seer Fiber Types Singlemode, multimode 
The SPCfiber SF190 and SF195 FFL-050 FFL-100 
: : C ctors SC, ST, FC 
visual fault locators’ bright 650-nm eon 
lasers ensure fast and easy location Ranges 4 km SM, 3 km MM 
ese Ue Datel Olds, ve Output Modes Continuous and flashing 
panels and enclosures. Battery life is : 
up to 40 hours. Also allows you to identify fibers Visual Fault Locators Battery Life 80 hrs in continuous mode 
in multi-fiber cables. Designed for both singlem- These JDSU fault locators feature powerful 650- with two AA alkaline batteries 


ode (6- to 7-km) and multimode (4- to 5-km) 
fiber applications. Model SF190 has a 2.5-mm 
universal adapter; SF195 has a 1.25-mm univer- 
sal adapter. Each features aluminum construction, 
batteries and heavy-duty web pouch. 


721X188 SF190 VFL 2.5-mm 
1-5, $162.00 ea.; 6-up, $154.00 ea. 


721X340 SF195 VEL, 1.25-mm 
$159.00 ea. 
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nm Class 2 red lasers with 1-mW max output 
power for up to 4 km for singlemode and 3 km 
for multimode applications. FFL-100 and FFL-050 
each feature a standard 2.5-mm interface for SC/ 
ST/FC connectors. Use them to locate damaged, 
broken or tightly bent areas in singlemode and 
multimode fiber cable. 


Choose the ruggedized FFL-100 that comes with 
1.25 mm LC adapter and has a rubberized safety 
grip. The FFL-050 is smaller and has a plastic 
housing. Both use continuous or flashing mode. 
Cable sheath will illuminate red at exact site of 
damage. 


lokKe OSes OOW DSU MistializaclUlE@CatOlicnenumicsscscerestremrcnkeenrercett $275.00 ea. 
ZASKe Dome OSOWBSUNISUal_EaultZOCALOlansmmnerntetacett cine. werccvtevncewet 160.00 ea. 
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Noyes Video Fiber Scope 


The Noyes Fiber VFS2 video fiber scope has a 340 mi- 

cron diagonal field of view, magnifies 250X, and resolves 
3/4 micron scratches. Its small, versatile “optical knuckle” 
orients the probe head in virtually any direction for access to 
connectors and bulkhead adapters. 


Model VFS2-00-0900 includes VFS2 probe, high-resolution 
3.5" LCD display unit, AC adapter and user’s guide. Model VFS2- 
00-0903 includes VFS2 probe, USB interface and basic software 
which allows user to inspect end-faces and capture viewed im- 

ages on a PC, and user’s guide. 


VFS2-00-0900 Video Fiber Scope w/LCD Display 


= =) 


BS1AX7 Be rier a Oe eR eee $2485.00 ea. 
VFS2-00-0908 Video fiber Scope w/Video Capture 
SISK I SS oreo esace brace eee $1690.00 ea. 


Order the precision adapter tips to put fiber in the viewing area right away, 
ensuring alignment sleeve view and simplifying fiber centering. 


Video Fiber Scope Adapter Tips 


812X760 ~~ LC Adapter Tip $69.50 
812X738 — FC Adapter Tip 69.50 
812X740 = SC Adapter Tip 69.50 
812X742 ST Adapter Tip 69.50 
812X744 2.5-mm Univ. Adapter Tip 69.50 


Visit www.specialized.net 


or more ad t r ti ¥ Probe with video capture port module, Attach camera to a laptop computer via 
i ap a ne USB interface and software the USB interface. 


For more information 
www.specialized.net 


FLUKE 
networks 


FiberiInspector Pro 
Video Microscope 


The FT600 Fluke Networks Fiberinspector Pro 
video microscope puts the solution to con- 
taminated end-faces right before your eyes. 
Simply insert the probe and inspect installed 
fiber connectors through the bulkhead 
adapters without accessing the backside 

of the patch panels. Features a 3.5" TFT 
screen with 250X and 400X optics. 


Fiberlnspector Pro Video Microscope 
Includes FT650 Fiber Probe, FT630 Fiber 
Display, AC adapter/battery charger, 
probe adapter tips (ST, SC, FC and 
universal 2.5mm patch cord tip) and hard 
carrying case. 


FLUKE 
networks 


FiberiInspector Mini 


The FT500 Fluke Networks Fiberlnspec- 
tor Mini Video Microscope has a 1.8" TFT 
screen with 200X optics. 


Fiberlnspector Mini Video Microscope In- 
cludes fiber probe and display, AC adapter/ 
battery charger, probe adapter tips (ST, SC 
and universal 2.5mm patch cord tip and soft 
carrying case. 


The FT525 Fiberinspector Mini with Cleaning Kit includes Fiberlnspector Mini, 
cleaning cube, ten cleaning cards, solvent pen, 1.25 and 2.5mm port cleaning 


a swabs and soft carrying case. 
FT600 Fiberlnspector 


Pro Video Microscope 
044X783. ...................$3490.00 ea. 


044X779 FT500 Fiberlnspector Mini..........c. $1490.00 ea. 
044X771 ~FT525 Fiberlnspector Mini/Cleaning Kit.. 1665.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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same day shipping 


Swestover 


westover 


Probe Microscope/Display Kits 


These JDSU Probe Microscope/HD3 Display Kits are fiber inspection and 
cleaning solutions in a single case. The 200X model has a 500-um horizontal 
field of view and the 400X mode! has a 350-um field of view. Hand-held HD3 
video display powers probe. Technical specs can be viewed on our website. 


Includes built-in rechargeable NiMH battery pack, power supply/charger, eight 
inspection tips, 2.5- and 1.25-mm connector cleaning tools, solvent and wipes 
in a soft case. 


FBE-SM1-C 200X Probe/HDS Kit 


TAKE? SUE 8): ccreeeneee tea eRneSeeeER en Ey Ce OSSnnE eS eConE EEE PELE eEEr ceeEeeee $1545.00 ea. 
FBE-SM2-C 400X Probe/HDS Kit 
PALES ARS COM fete ccf PeSneNecresisteuetacadhiseusesvenrteacrnesacenis $1545.00 ea. 


© JDSU 


Video Microscope Inspection Kit 


JDSU’s FIT-HP3-60-P4 Fiber Inspection and Test kit with Integrated Patch Cord Microscope 
and 400X Probe inspects both sides of fiber interconnect and accurately tests and measures 
optical power with one device. The result is a significant increase in workflow efficiency and 


a decrease in total inspection and test time. 


The Fiber Inspection and Test System has a 1.8" TFT LCD to view clear, crisp, detailed im- 
ages of fiber end faces with optimal resolution. Integrated power meter (OLP-6) is for use in 
all singlemode and multimode applications, such as LAN, Telecom, CATV and DWDM testing. 
Modulation frequency detection lets users identify individual fibers. It measures optical 


power at 850, 1300, 1310, 1490 and 1550 nm. 


lf used with a JDSU light source, the possibility of measurement errors is eliminated be- 
cause the power meter automatically detects the wavelength being transmitted. As a result, 
dual wavelength measurements at 850 and 1300 nm or 1310 and 1550 nm can be made 


quickly and easily using the saved reference materials. 


SAO XS OF EE RB 2G Os PAR ee Pie ncttrh cdetisecccanatuceanevanedeincauts $1245.00 ea. 
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Swestover 


200X/400X Video 
Microscope Inspection Kit 


The FBP-SM03-C 200X/400X Probe Microscope with HD3 Display Kit from 
JDSU provides users with inspection and cleaning capabilities in a single kit. It 
features the industry-leading JDSU FBP series Dual-Magnification 200X/400X 
Probe Microscope with hard-wired HD3 display. Complete technical specs can 
be found on our website. 


Includes built-in rechargeable NiMH battery, power supply/charger pack and 
eight inspection tips, 2.5mm and 1.25-mm connector cleaning tools, solvent 
and wipes in a soft case. 


FBP-SMO3-C 200/400X Probe w/HD3 Kit 
MAOKS 2G he ccna etter en svety sear aris avon sdosesunsoesnacesasinese nine $2045.00 ea. 
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Optical Fiber Scope 


The Noyes Fiber OFS-300-200 is a versatile Optical Fiber Scope with precision 
200X magnification. This handheld and rugged scope is used for inspection of 
optical fiber connectors for scratches, dirt, or other problems normally associ- 
ated with poor transmission performance. Includes OFS 300 Inspection Scope, 
2 AA batteries, neck strap, 2.5 mm universal adapter cap, and user’s guide. 


812X430 OFS-300-200C Optical Fiber Scope.... $395.00 ea. 


812X435 OFS1-00-0100 Hard Case Onlly............00 69.50 ea. 
812X202 8800-00-0202 ST Adapter Cap................. 54.00 ea. 
812X200 8800-00-0200 FC Adapter Cap...........00 54.00 ea. 
812X209 8800-00-0209 SC Adapter Cap............... 54.00 ea. 
812X222 8800-00-0225 LC Adapter Cap..............0.. 97.00 ea. 
812X197 8800-00-0218 Angled FC Adapter Cap...... 81.00 ea. 


812X206 8800-00-0220 Angled SC Adapter Cap.....81.00 ea. 


© JDSU 


www.specialized.net 


Oi 


\/ NOYES 
Test & Inspection 
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400X Fiber 
Inspection Scope 


JDSU’s model FM-C400 is a Hand-Held Fiber Ter- 
mination Inspection Microscope with 400X optical 
magnification, coaxial illumination and 475-micron 
field of view. Includes universal 2.5-mm adapter for 
inspecting FC, SC and ST connectors. 


FM-C400 JDSU Fiber Inspection Scope 
TASBX400 See $240.00 ea. 


For more information 
. www.specialized.net 
AS 


200X/400X 
Handheld Microscope 


Model FM-C99 handheld microscope is designed 
for field use or lab inspection of optical fiber con- 
nectors. LED illumination provides 100,000 hours 
lamp life and you get precision optics from 200X to 
400X with an interchangeable eyepiece. 


FM-C99 JDSU Handheld Microscope 


TASBXO50 Wace enters $299.00 ea. 


200X Fiber 
Inspection Scope 


This Handheld Dual-lllumination Optical Scope by 
JDSU is an inspection tool that will provide years of 
service, true optical performance and laser safety. 
The direct-view FM-DI200 has 200X optical magni- 
fication and 900-micron field of view. 


FM-DI200 200X Fiber Inspection Scope 
F1BX420 ori csvccsnct eee $240.00 ea. 


Optical Handheld Microscopes 


The SPCfiber™ SPC-O0S200 200X and SPC-0S400 400X Microscopes help 
inspect fiber optic connectors quickly and easily. Their ergonomic design and 
built-in features make these units ideal for field and lab use. Each microscope 
features a pressure-activated on/off switch, focusing wheel, eyepiece, auxiliary 
white LED light source rated for 100,000 hours, adapter tip for inserting ferrule 
and battery compartment. Choose from optional interchangeable universal or 
connector-specific adapters to view the different types of connectors used in 
today’s networks. Includes 2.5-mm universal adapter and zipper case. Pow- 
ered by three AAA alkaline batteries. 


SPC-OS200 200X Optical Handheld Microscope 


716X200 oe ee 1-5, $180.00 ea.; 6-up, $176.00 ea. 
SPC-OS400 400X Optical Handheld Microscope 
TAIGXK400 nee 1-5, $180.00 ea.; 6-up, $176.00 ea. 


SPC-OS125A 1.25mm Universal Adapter for Optical Microscopes 
716X125 See eee 1-5, $74.50 ea.; 6-up, $73.00 ea. 


SPC-OS25A 2.5mm Universal Adapter for Optical Microscopes 
TAGKS 26S eee 1-5, $109.00 ea.; 6-up, $107.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 


Fiber Strippers 


These Miller fiber strippers are designed for re- 


FIBER OPTICS 


Kevlar Cutters 


High-quality Kevlar cutters from Jonard and Ideal 
feature rugged design and superior cutting ability. 


Tools 


Cable Stripper 


Designed for fast, precise jacket removal of fiber 
optic multi-fiber cables, the Miller RCS-114 .178- 
1.14" Round Cable Stripper is an excellent choice 
for stripping PE, PVC and soft rubber jackets found 


moving 250-ym buffer coating from 125-ym fiber. 


024X015 
CFS-2 250m Fiber Optic Buffer Stripper 
1-9, $23.00 ea.; 10-up $22.50 ea. 


155X288 
FO108-S 250um Fiber Opt. Buffer Stripper 
1-5, $41.50 ea.; 6-up $40.50 ea. 


054X695 


370X405 


LablePrep- 


ls You Trust Since 1979 


Focus Tool 


CablePrep, maker of high performance tools for the telecommunications 
industry has designed the unique FOCUS tool for servicing high-density patch 
panels of 144 ports or more in CO, FTTP and OSP applications. Insert and 
remove small-form-factor (SFF) connectors without disturbing adjacent con- 
nections. Works with SC, SC2, MU, LC and MTRJ connectors on 2 mm, 3 mm, 
1.6 mm, jacketed, 900um buffered and other cables. 


FOC-100 FOCUS Insertion/Extraction Tool 


SOAXKA2 OMe -ckisieilisess.- 1-5, $67.00 ea.; 6-up, $64.00 ea. 


J CORNING 


Access Tool 


Use the Corning Cable Systems OFT-000 tool to access fibers in a buffer tube 
in a mid-span location with or without slack. Optical Fiber Access Tool (OFAT) 

is designed to split a buffer tube to expose the fibers inside without damaging 
them. This tool utilizes blades mounted in two precisely machined grooves to 

cut the buffer tubes. 


OFT-OOO Corning Optical Fiber Access Tool 


BOX Or a ee ec oer ami a Mamaue canienmasnasandeitaisi xc $274.00 ea. 
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JIC-186 Jonard Ergonomic FO Kevlar Cutter 
1-11, $12.00 ea.; 12-up $11.50 ea. 


45-344 Ideal Serrated Kevlar Cutter 
1-11, $22.25 ea.; 12-up $21.25 ea. 


in utility grounding applications. 


155X575 
RCS-114 Round Cable Stripper, .178-1.14" 
1-11, $43.50 ea.; 12-up $42.50 ea. 


CB-231 Rnd Cbl Strip Blade Set, .178-1.14" 
ASSAD 7 Gir uniieenccccrivursorssens $9.25 ea. 


Sheath Cutter 


Petro Comm’s rugged and compact Fiber Optic Cable Sheath Cutter-Inner 
Duct Slitter features a ratcheting design that safely strips outer polyethylene 
sheathing longitudinally from most cables with outside diameters of 0.5" to 4" 
or greater. Also strip inner duct from fiber optic cables. 


10923 Sheath Cutter-Inner Duct Slitter 


SGSX1IOOR te nen 1-5, $199.00 ea.; 6-up, $190.00 ea. 
Sheath Cutter Replacement Blade 
SGEX1IOS Fete cgshioaes 1-5, $65.50 ea.; 6-up, $62.50 ea. 


Access Tool Kit 


Draka Comteq’s Model 6652 Buf- 
fer Tube Access Tool Kit provides 
quick, easy access to optical 
fibers. Positive control of cut- 
ting depth protects fibers from 
damage. Precision-ground 
blade and special inserts 

hold buffer tube firmly in 
place in shaving channel. 


6652 Buffer Tube Access Tool Kit 
848X100 1-5, $872.00 ea.; 6-up $846.00 ea. 


848X205 1.9mm 12-Fiber Microduct Insert......... $136.00 ea. 
848X210 2.4mm 24-Fiber Sewer Cable Insert..... 136.00 ea. 
848X230 3.0mm 12-Fiber Loose Tube Insert........ 136.00 ea. 
848X240 4.8mm 24-Fiber LT (Hi Count) Insert...... 115.00 ea. 
848X245 1.5mm 12-Fiber Microduct Insert............ 136.00 ea. 
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Fiber Optic Adapter Kit 


Use SPCfiber’s compact FOA-SPC Fiber Optic Adapter Kit for singlemode 

fiber cabling. Mate like connector styles or create interconnection points in 
bulkheads. Comes with (2) ST-ST, (2) SC-SC and (1) FC-FC bulkhead adapters 
in a small parts box. 


Fiber Optic Adapter Kit 


FOA-SPC2.6ei ae eee 1-5, $14.00 ea.; 6-up, $13.00 ea. 


Individual Components: 


726X055 ST to ST Adapter ..1-24, $1.50 ea.; 25-up, $1.40 ea. 
726X022 SC to SC Adapter .1-24, 4.00 ea.; 25-up, 3.75 ea. 
682X844 FC to FC Adapter 1-99, 2.50 ea.; 100-up, 2.25 ea. 
12-up, 2.25 ea. 


145X073 Fans iBOxeee eee 1-11, 2.50 ea.; 


Visit www.specialized.net for 
more models and accessories. 


Multimode Simplex Adapters 


-  www.specialized.net 
Singlemode Simplex Adapters 


Adapter 


Stock No 


Adapter Stock No Description 1-99 100-up 
=e | 682X802 | ST-ST $1.00 | $ .85 
_____—sC | 682X862 | SC-SC 1.00 85 Ts. 682X866 | SC/APC-SC/APC 
i=) | 682X822 | LC-LC 2.50 2.25 he 682X856 | FC/APC-SC/APC 
Premium Optical Fixed Attenuators 
Stock Att. Attenuator 
Attenuator Style No. Value 1-9 10-up Style 
952X380 | 3 dB $17.50 | $16.75 952X340 
| 952X382 | 5dB 17.50| 16.75 952x342 
| 952X384 |7d8 17.50| 16.75 952X344 
oe |) Si asta, 
| a ){)|| 952X386 | 10 dB 17.50| 16.75 952X346 
| SC/UPC 952X388 | 15 dB 17.50| 16.75 aes 952X348 
952X390 | 20 dB 17.50| 16.75 952X350 
| 952X320 | 3dB8 $19.25 | $18.50 952X400 
952X322 |5dB 19.25 18.50 952x402 
———| 952X324 |7dB 19.25| 18.50 952x404 
| 952X326 | 10 dB 19.25 18.50 952X406 
FC/UPC | ST/UPC 
| 952X328 | 15 dB 19.25 18.50 952x408 
| 952X330 20 dB 19.25/| 18.50 952X410 


Value 


Description 


ae “3 682X864 | SC-SC 


1-9 


29.00 
29.00 
29.00 
29.00 


100-up 


$2.25 | $2.00 


For more information 
www.specialized.net 


28.00 
28.00 
28.00 
28.00 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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Visit www.specialized.net for | 
more models and accessories. — 


— Singlemode Simplex UPC Patch Cords 


im Cable Length 2m Cable Length 3m Cable Length 
Item Jacket 1-99 100+ 1-99 100+ 1-99 100+ 


(STSTSimplexUPC 28mm | e8axao1 |s 6.75 | $5.75 | es2xa02 | 7.25 | $6.25 | 682x303 |$ 7.50 | $6.50 
"725| 6.25 |esaxare | 7.50| 6.50|6s2xs13 | 8.00/ 7.00 


jes2xstt 

LCL Smplex UPC 18mm [es2xaat | 10.25| 8.75 |ea2xaz2 | 10.50| 9.00 |e82x323| 11.00 9.50 
FO-FCSmpiexuRC 2.8mm |esaxaat | 7.75| 6.75 |ea2xaa2| .00| 7.00 |ee2xsa3| 3.50| 7.25 
[C-S0SmpiexUPO 1am [eaaxan | s.7s| 7.50 |es2xata | 9.00| 7.75 |esaxaia | 0.50 


— ay Single Duplex UPC Patch Cords 


1m Cable Length 2m Cable Length 3m Cable Length 
Item Jacket 1-99 100+ 1-99 100+ 1-99 100+ 


ST-ST Duplex UPC 2.8mm | 682X341 | $13.00 | $11.25 | 682X342 | $13.50 | $11.50 | 682X343 


FO-FC DuplexUPC 2.8mm | 682x371 | 14.50 | 12.50 | 682x372 | 15.00 | 12.75 | 682x373 | 15.75 | 13.50 
ST-SC Duplex UPC  —- 2.8 mm 682X422 | 13.75 | 11.75 |682x423/ 14.50| 12.50 
/LO-SC Duplex UPC 1.8mm | 682x431 | 16.75 | 14.25 | 682x432 | 17.25 | 14.75 | 682x433 | 18.00 | 15.50 


Im Cable Cength =) 2m Cable Length 3m Cable Length 
1-99 100+ 1-99 100+ 1-99 100+ 
682X102 $4.25 | 682x103 | $5.50 | $4.75 
682X112 4.50 | 682X113 5.75 5.00 
682X122 8.25 | 682X123 | 9.75 8.50 
682X202 4.50 | 682X203 5.50 4.75 
682X212 6.50 | 682X213 | Eda <> 6.75 | 
682X222 6.25 |682X223| 7.50) 6.50 


SC-SC Slmplex 62.5 2.8mm |682X111 


LC-LC Simplex 62.5 1.8mm |682X121 


ST-SC Simplex 62.5 2.8mm |682X201 
SC-LC Simplex 62.5 1.8mm |682X211 


ST-LC Simplex 62.5 1.8mm |682X221 


ty Multimode Duplex 62.5um Patch Cords 


Im Cable Length 2m Cable Length 3m Cable Length 


item Jacket 1-99 slelers 1-99 100+ 1-99 slelers 
ST-ST Duplex 62.5 2.8mm | 682X131 $ 8.25 |$ 7.25 | 682X132 | $9.00 | $ 7.75 | 682X133 | $9.75 | $8.50 


SC-SC Duplex 62.5 2.8mm | 682X141 9.00 7.75 | 682X142 9.75 8.50 | 682X143 10.50 9.00 
| LC-LC Duplex 62.5 1.8mm | 682X151 16.25 | 14.00 | 682X152 17.00 | 14.50 682X153 18.00 | 15.50 

ST-SC Duplex 62.5 2.8mm | 682X231 8.50 7.25 682X232 | 9.25 8.00 | 682X233 [ 10.25 8.75 

SC-LC Duplex 62.5 1.8mm | 682X241 12.50 | 10.75 | 682X242 | 13.50 i 11.50 | 682X243 | 14.25 | 12.25 
ST-LC Duplex 62.5 1.8mm | 682X251 12.25 | 10.50 | 682X252 | 13.00 11.25 | 682X253 | 13.75 11.75 
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CLETOP-S Ferrule Cleaners 


Discover the fast, easy, economical way to clean ferrules. CLETOP, the industry standard for cleaning 
connectors, is specified in many large OEM’s cleaning procedures. Other dry cleaners use a 15-ym f 
weave cloth and leave dirt on ferrules. But CLETOP’s specially formulated 2-um fiber weave dry cloth S 

lifts all dirt through capillary action, trapping it in its micro pockets. This saves time and money. TypeA 
cassette cleans SC, SC2, FC, ST, DIN and D4 connectors. Type B cassette cleans MU, LC, MT, MPO, MT-RJ : 
without pins and Biconic connectors. Coarse-weave color-coded blue tape is designed for 2.5-mm fer- 


rules. White tapes have a finer weave for use on 1.25-mm ferrules. 


716X082 Type A Ferrule Cleaner, Blue Tape...1-5, $110.00 ea.; 6-up, $105.00 ea. 
151X600 Type B Ferrule Cleaner, White Tape..1-5, 110.00 ea.; 6-up, 105.00 ea. 
716X084 Type B Ferrule Cleaner, Blue Tape...1-5, 110.00 ea.; 6G-up, 105.00 ea. 


716X088 Type B Repl. Cartridge, Blue................. 1-5, $31.50 ea.; 6-up, $30.00 ea. 
151X612 Type B Repl. Cartridge, White ............. 1-5, 31.50 ea.;6-up, 30.00 ea. — 


CLETOP Classic Ferrule Cleaners CLETOP 


Use Classic CLETOP models with tape reels for non-ESD cleaning. Type A cassette cleans SC, SC2, FC, 

ST, DIN and D4 connectors. Type B cassette cleans MU, LC, MT, MPO, MT-RJ without pins and Biconic 
connectors. Use Type MT-RJ for MT-RJ connectors with pins and Type MPO for MPO connectors with pins. 
Coarse-weave color-coded blue tape is designed for 2.5-mm ferrules. White tapes have a finer weave for 
use on 1.25-mm ferrules. 


716X074 Classic Type A Cleaner, Blue Tape...1-5, $125.00 ea.; 6-up, $119.00 ea. 
719X500 Classic Type A Cleaner, White Tape..1-5, 125.00 ea.;6-up, 119.00 ea. 
716X076 Classic Type B Cleaner, Blue Tape...1-5, 125.00 ea.;6-up, 119.00 ea. 
716X078 Classic Type B Cleaner, White Tape .1-5, 125.00 ea.;6-up, 119.00 ea. 
716X050 Classic MT-RJ Cleaner, White Tape.1-5, 125.00 ea.;6-up, 119.00 ea. 
716X052 Classic MPO Cleaner, White Tape....1-5, 125.00 ea.;6-up, 119.00 ea. 


719X700 CLETOP Repl. Reel, BlUG i tcs<k.cn eter: 1-5, $31.50 ea.; 6-up, $30.00 ea. 
716X080 CLETOP Repl. Reel, White..............0.-- 1-5, 34.50 ea.;6-up, 33.00 ea. 


at | Cone FG | mn! BRE | OPTIPOP Reel Cleaning Cassettes 


gh! OPTIPOP’s cost-effective high-end cleaning solution comes in four models. 


Model 6338 is suitable for all connector types except male MT connectors. 
Use 6339 for male MTs with guide pins such as male MTP/MPO. Model 6340 
is suitable for male MT-RJ ferrules. The two-slot 6437 is ideal for all connec- 
tor types except male MT. Order the 6232 Cleaning Cloth Refill to reuse your 
OPTIPOP cleaner and reduce the cost per cleaning to below that of traditional 
cleaning methods. 


6338 OPTIPOP Fiber Tip Cleaner 


846X338>.....02 0 1-5, $85.00 ea.; 6-up, $81.00 ea. 
6339 OPTIPOP Fiber Tip Cleaner for MTP/MPO Connections 
S4AG6X339 57 eee 1-5, $85.00 ea.; 6-up, $81.00 ea. 
6340 OPTIPOP Fiber Tip Cleaner for MT-RJ Connections 
846X340 sess eee 1-5, $85.00 ea.; 6-up, $81.00 ea. 
6437 OPTIPOP Two-Slot Fiber Tip Cleaner 

S46X43 72 eee 1-5, $85.00 ea.; 6-up, $81.00 ea. 
6232 OPTIPOP Fiber-Optic Tip Cleaner Refill 

SAGX232— 1-5, $22.00 ea.; 6-up, $21.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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HUXCleaner Ferrule Cleaners 


The HUXCleaner is the world's first pen-type in-adapter ferrule cleaner. 

Clean critical optical fiber ferrule connections without removing them from 
the adapter. The 1.25 mm model is designed to fit precisely into LC and MU 
female ferrules. The 2.5 mm model cleaner is designed to fit precisely into 
SC, FC, and ST female ferrules. Pocket-sized pen is filled with advanced 
cleaning fiber that provides better water and oil suction than swabs. Performs 
approximately 500 cleanings. 


HUXCleaner 1.25mm In-Adapter Ferrule Cleaner 
leo. 4 {0 | Ph 1-24, $54.50 ea.; 25-up, $50.00 ea. 


HUXCleaner 2.5mm In-Adapter Ferrule Cleaner 
BS52]SXZOO 1.0... seeseeees 1-24, $45.50 ea.; 25-up, $42.00 ea. 


In-Bulkhead Cleaners 


These US Conec IBC Brand Cleaners feature dry cloth specially designed to 
clean single-fiber connectors residing in an adapter, faceplate or bulkhead. 
Dust cap acts as an adapter for cleaning unmated connectors. Guide cap 
feature also allows cleaning of connector end faces. Designed for simplex 
connections, this device is simple to use and highly effective at removing oil 
and dust contaminants that can impact optical performance negatively. Model 
9392 is an In-Bulkhead Cleaner for SC/UPC and SC/APC connectors. Model 
9393 is an In-Bulkhead Cleaner for standard LC/UPC and LC/APC connectors. 
The 9394 In-Bulkhead Cleaner for hardened connectors works with OptiTap® 
compatible connector systems. 


9392 IBC Brand In-Bulkhead SC Connector Cleaner 
(2 ¥: (<>, 42) ©] 0 kee 1-5, $64.00 ea.; 6-up, $61.00 ea. 


9393 IBC Brand In-Bulkhead LC Connector Cleaner 
BS46X90B5 eee 1-5, $64.00 ea.; 6-up, $61.00 ea. 


9394 IBC Brand In-Bulkhead HC/OptiTap Connector Cleaner 
P20" 20.42 8 oe i 1-5, $72.00 ea.; 6-up, $68.50 ea. 


2.5-mm Cleaning Swabs 


Chemtronics precision cleaning applicator comennneen 
heads are ideal for cleaning 2.5-mm fiber optic parnectnre 


Chemtronics 2.5mm Fiber Optic Cleaning Swabs, 5 ct. 
Bee Oe nin di aus sstuusanceess 1-11, $4.50 ea.; 12-up, $4.25 ea. 


Chemtronics 2.5mm Fiber Optic Cleaning Swabs, 100 ct. 
oo ¥s4 22.4) 1-11, $92.50 ea.; 12-up, $88.00 ea. 


Fiber Optic 
Cleaning Swabs —~ 


— 


Dry-cloth Optipop connector cleaning SWaDS vcs: meni emma 
clean small-form factor duplex, hard-to- 


reach SC, ST, LC and MU connectors, transceiver interfaces and lenses. 


Optipop 1.25mm Fiber Optic Cleaning Swabs, 10/pkg. 
SAGXSO lean ee 1-5, $6.25 ea.; 6-up, $6.00 ea. 


Optipop 2.5mm Fiber Optic Cleaning Swabs, 10/pkg. 
SAGXSOG wane: 1-5, $6.25 ea.; 6-up, $6.00 ea. 
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FIBER OPTICS 


Clean 


Hellermanntyton 


Fiberclean 
Fiber Optic Cleaner 


Fiberclean is a refillable dispenser containing “Ultra White” non-woven, 
lint-free film for complete removal of dust, dirt, oil and grease from fiber and 
ferrule end face connectors. Used material is directed out the back of the unit 
where it can be torn off at a perforation and thrown away. Each 1.5" strip can 
Clean up to six connectors with over 400 connections per dispenser. 


FO1 Fiberclean Tyton Fiber Optic Cleaner 


NaR Ue ROD her aye ownteastiseoctsvssencaesesueresecteccsveencess $17.00 ea. 

FO1-REFILL Tyton Fiberclean Refill Cartridge 

AEDS N Sy eis aera ves havea dav subaceusubaseysvavedsneedeees $12.75 ea. 
oe THK oF 


TESCI bean BSC 


9392 


9393 


{ESC bran 
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9394 


1.25-mm Cleaning Swabs 


Chemtronics 1.25-mm swabs clean 
contamination from 1.25-mm fiber optic sleeves and palenind pucks. 


Chemtronics 1.25mm Fiber Optic Cleaning Swabs, 5 ct. 


SIAGXGS Ieee eee 1-24, $3.25 ea.; 25-up, $3.00 ea. 
Chemtronics 1.25mm Fiber Optic Cleaning Swabs, 100 ct. 
S48XG3SO eater 1-5, $72.00 ea.; 6-up, $68.50 ea. 
Adapter 


Cleaner Sticks 


CLETOP Adapter Cleaner Sticks are for fast 
removal of dirt, dust, oil, and grease from 
Optical Fiber adapters. Designed to clean hard to reach areas and adapters. 


CLETOP 2.5mm Adapter Cleaner Sticks, 5/pkg. 
TAKEO Marr eeeneee a eatinenn aleoa ca vtaneidere weauseeamnont eee gu eaet en? $5.75 ea. 


CLETOP 1.25mm Adapter Cleaner Sticks, 5/pkg. 
NIKE IO Reena vi coe dtherncaiussia vara nsnre niet reea amt trsn er ebunateiendsainezeeh $5.75 ea. 


FIBER OPTICS 


UniCam 


CORNING 


Discovering Beyond Imagination 


‘im 


Basic UniCam Connector 
Termination Tool Kit 


The TKT-UNICAM is Corning’s basic Optical Fiber 
Termination kit specifically designed for use with 
Corning Cable System’s UniCam Quick Termina- 
tion Connectors. Handles single fiber ST-compat- 
ible, SC, LC and FC as well as two fiber UniCam 
MT-RJ connectors. No epoxy or polish required. 
Includes all of the tools you need to strip, clean, 
cleave, Cam and Crimp UniCam connections. 


TKT-UNICAM 
Basic UniCam Termination Conn. Tool Kit 
1-2, $786.00 ea.; 3-up, $767.00 ea. 


For more information 


Unicam “Pretium” 
Connector Installation Kit 


Corning’s UniCam “Pretium” Fiber Optic Installa- 
tion Tool Kit virtually eliminates human variability 
from installation. Use TKT-UNICAM-PFC to ter- 
minate multimode and singlemode LC-, SC- and 
ST®-compatible UniCam connectors. Includes 

a lightweight, handheld installation tool, Flat 
Cleaver, 1.25 and 2.50mm VFL ferrule adapters 
and all tools and materials needed for fiber prep 
and cleaning. 


745X800 
Unicam “Pretium” Connector Installation Kit 
1-2, $2183.00 ea.; 3-up, $2096.00 ea. 
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TKT-UNICAM-MTP Fiber 
Optic Installation Tool Kit 


Corning’s TKT-UNICAM-MTP UniCam MTP 
Connector Installation Tool Kit is for UniCam 
multimode and singlemode MTP connectors 

with or without jacket retention. Includes 200X 
inspection microscope, ribbon jacket cutting tool, 
thermal stripper, electrician’s scissors, install tool, 
ribbon handler, cleaver, fusion splicer handler, 
crimp tools, dispenser bottle, marker, tape, brush, 
tweezers, Allen wrench and lint-free wipes. 


745X775 
TKT-UNICAM-MTP Installation Tool Kit 
1-2, $12216.00 ea.; 3-up, $11910.00 ea. 


an, 
ery 
ae 


Stock No. Style Fiber Size Ferrule Typical Loss Type Price Each 
Sp ee 701x304 ST 62.5/125 um Composite 3dB MM $11.50 
BARRY _ 
= = 721X306 Sil 50/125 um Zirconia .3 dB MM 11.50 
ige. — 
pee = 721X312 Sill 62 Sy (2s) Ulan Zirconia .3 dB MM 15.50 
i - 721X322 ST 8.38/1125 um Zirconia .4 dB SM 18.25 
———_— 
a 721X302 SC 62.5/125 um Zirconia .4 dB MM 15.50 
=e . . 

— 721X320 SC 8.3/125 um Zirconia .4 dB SM 18.25 
Cb 721X300 SC 625/125; 0m Composite oaks MM 11.50 
gpes — EE 721X316 SC 50/125 um Zirconia .3 0B MM 15.50 
—_ v< 721X324 FC 8.3/125 um Zirconia 3 dB SM 17.50 
a 721X314 MT-RJ 62.5/125 um Composite .3 dB MM 25.00 
Ce ee ane : 
=umeen we 721X310 LC 62.5/125 um Zirconia .3 dB MM 16.00 
ie = — 
ques Gee ae 721X318 AG, 50/125 um Zirconia se) (als: MM 16.00 
aa = = ‘ 

| = 721X326 LC 8.3/125 um Zirconia .3 dB SM 20.25 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TEST EQUIPMENT 


same day shipping 


Breakout Boxes 


SPCtelco models 600 and 700 EIA 
RS-232 breakout boxes interface 
analyzers are used at the standard EIA 
RS-232 or CCITT V.24 data interface 
of modems, multiplexers, terminals, 
and computers. Each model provides 
access to and monitoring of all data, 
timing, and control signals. They utilize light emitting diodes (LEDs) to display 
polarity, activity, and validity of all interface signals. The battery-powered 
LEDs are buffered to prevent loading of the data interface. Model 700 utilizes 
tri-state LEDs that display red, green and off to indicate signal status and 
conveniently show the polarity for the interface. 


421X600 Model 600 RS-232 Breakout Box...... $228.00 ea. 
421X700 Model 700 RS-232 Breakout Box........... 278.00 ea. 


Paladin Tools° 


20000 


PC Cable 
Check Pro 


The Paladin 1577 PC Cable-Check Pro 
tests all PC, Mac, video network and 
coaxial cable assemblies. It maps cables 
and detects good connections along 

with opens, shorts and crosses. This tool 
performs true cable mapping. It’s easy to 
read and understand with LED indicator 
lights. Model 1577 features auto scan and 
manual modes. 


COSDDOOCSCB92000090000 


SPSOBOBDOOSOCOSDGODNDDOCOODOCCOOOO00009 


PC Cable Check Pro 
7 AOD .<7 404 V4 by os ee 1-5, $190.00 ea.; 6-up, $181.00 ea. 


RJ-11 wa o-Pin 
2/4 Pin D Sub 
RJ45 S-Di 
CAR 
8 Pin D-Sub 
6-Pin Din USB A sea) 1SHD Pin 
PS2 Mouse 4 Pin “a D Sub 
ep Mini Din oo) USB B 25-Pin 
4-Pin Fem. 4 Pin D Sub 
5, Mini Din Mini USB 
Oo 
009 6-Pin Male 5 Pin 
BNC cI) Centronics 
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Cable Testers 


HDMI Cable Tester 


The Hobbes E-851 HDMI (High 
Definition Multimedia Interface) tester 
is designed to check and troubleshoot 
the pin connections of HDMI cables. It is ideal for testing 

continuity of each signal pin of a HDMI cable prior to or after installation on 
equipment. This 2 piece unit is powered by a 9V battery which is not included. 


HDMI Cable Tester 
S8ixi50e-. ore 1-5, $55.00 ea.; 6-up, $52.50 ea. 


‘weaM 


SecuriTEST PRO 
CCTV/Security Tester 


The Ideal 33-892 SecuriTEST PRO CCTV/ 
Security Tester is the most versatile 
all-in-one installation and troubleshoot- 
ing tool for the CCTV professional. Test, 
aim, focus and program cameras when 
working alone. Save time by not having 
to walk back to the control center to 
verify functionality of each camera. This 
tool combines a CCTV video tester, PTZ 
camera controller, Digital Multi-meter, 
UTP cable tester, video test pattern gen- 
erator, PTZ protocol analyzer and camera 
programmer in a single unit. 


SecuriTEST PRO CCTV/Security Tester 
S7OXIS Sri udandian 1-5, $845.00 ea.; 6-up, $807.00 ea. 


TEST EQUIPMENT 
Multimeters 


FLUKE 


RANGE 


into 


True-RMS 
Logging DMMs 
with TrendCapture 


The Fluke True-RMS logging DMMs with trend 
capture allow viewing of logged readings 
graphically without the need for a PC. Trends 
are detected in the field for faster problem 
solving with minimal downtime. Meters mea- 
sure ac/dc voltage to 1000 V, current to 10 

A, resistance to 500 M®2, capacitance to 100 
mF, frequency to 1000 kHz and temperature 
in °C and °F. The 289 has a low ohm range 
which prevents false reading due to “ghost voltage” and ensures accurate 
measurements on motor drives. Both models are offered with certificates of 
calibration. 


045X116 9287 DMM w/TrendCapture............... $464.95 ea. 
045X116C 287C w/TrendCapture & Calibration..... 547.95 ea. 
045X118 3289 DMM w/TrendCapture ...... ee 544.95 ea. 


045X118C 289C w/TrendCapture & Calibration...... 631.00 ea. 


PLUKES Sa ag 


FLUKE 


True-RMS 
CATIII DMMs 


The Fluke 170 Series CAT 3 1000-V DMMs 
are next generation. Meters measure ac/dc 
voltage to 1000 V, current to 10 A, resis- 
tance to 50 MQ, capacitance to 10 mF and 
frequency to 100 kHz. All models feature 
6000-count auto-hold displays and min/max/ 
avg recording modes. The 177 and 179 have 
a backlight which illuminates the screen in 
dark workspaces. The 179 includes a thermocouple for °F and °C temperature 
measurements. All models are offered with certificates of calibration. 


045X333 175 CATIII 1000-V DMM..................06. $237.95 ea. 
045X333C 175C CATIII DMM w/Calibration ........... 292.00 ea. 
045X344 177 CATIII DMM w/Backlight................. 247.95 ea. 
045X344C 177C DMM w/Backlight & Calibration .302.00 ea. 
045X355 179 DMM w/Backlight & Temp............. 257.95 ea. 


O45X355C 179C w/Light, Temp. & Calibration ...... 312.00 ea. 


FLUKE 


True-RMS 
Logging DMMs 
with Temperature 


The Fluke 87V True-RMS Industrial DMM with 
temperature has improved measurement 
functions, trouble-shooting features, resolu- 
tion and accuracy to solve more problems on 
motor drives, in plant automation, power dis- 
tribution and electromechanical equipment. It 
provides more problem-solving power, safety, 
convenience and impact protection for maxi- 
mum productivity. This enhanced model has a unique function for accurate 
voltage and frequency measurements on adjustable-speed motor drives and 
other electrically noisy equipment. A built-in thermometer allows temperature 
readings to be taken conveniently without need for a separate instrument. 
Offered with certificate of calibration. 


045X187 87V DMMw/Temperature.............00. $379.95 ea. 
045X187C 87V DMM w/Temp. & Calibration.......... 462.00 ea. 


VoltAlert 


FLUKE 


} 717 TRUE RMS MULTIMETER 


Rae , LofHs 
(RETR wimax” Rance 


‘AUTO-V ~ Hz 
toe OFF 


True-RMS 
Digital Multimeters 


The Fluke 11X Series of True-RMS DMMs 
measure ac/dc voltage to 600 V, resistance, 
continuity, and provide measurements with 

0.5% basic de accuracy. All models have = / ioe AcatE 
6000-count auto-hold displays and min/ nee ae 
max/avg recording modes. The 114 basic 
model is for go/no-go testing, auto deter- 
mines ac/dc voltage and has a low impedance range. The 115 measures ac/dc 
current to 10 A. The 116 features a built-in thermometer for HVAC applications 
and measures ac/dc current to 600 pA. The 117 features non-contact voltage 
measures ac/dc current to 20 A. 


045X425 114 Basic Electrical DMM .......ccccceecceeeeee: $129.95 ea 
045X430 115 Field Technician’s DMM.............00cce000es 156.95 ea 
045X435 116 HVAC/R Technician’s DMM ............... 176.95 ea 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 


FLUKE 


Fluke Clamp Meters 


Fluke 320 and 330A Series Clamp Meters offer an 
impressive array of innovative features with current 
ranges up to 1000 A. Choose the model that matches 
the jobs you do. Small body and jaws fit perfectly in 
your hand and into tight places. Controls are posi- 
tioned for one-handed operation. Models 336A/337A, 
with the innovative Inrush current feature, measure 
motor-starting current the way a circuit breaker or 
overload unit sees it. Other features include accurate 
low-current measurements, display hold, auto shut-off 


EXTECH 


——— INSTRUMENTS 


' Extech Autoranging Meters 


fou) EXTECH 


' These Extech autoranging multimeters feature 
large backlit LCD displays with easy to read 1" 
digits. Each one includes CAT Ill test leads, multi- 
position tilt stand and velcro strap for hanging, 
protective holster with test lead holster, bead wire 
temperature probe and 9v battery. 


EX430 True-RMS Multimeter 

1GOXOOO sete Seietcsee $89.99 ea. 
EX450 Multimeter with IR Thermometer 
HGOXOOS Mt tect ke. $109.99 ea. 
EX470 True-RMS Multimeter w/IR Therm. 
GO Xl Gare crore tacseessn: $139.99 ea. 


‘iit, Wt 
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045X946 TL8IA Deluxe Elec. Test Lead Kit .......... $120.50 ea. 


Deluxe Electronic 
Test Lead Kit 


The Fluke TL81A Deluxe Electronic Test 
Lead Kit comes full of just about everything 
an electronics technician would need, all in 
a quadfold nylon pouch. 


ToolPak DMM 


Hanging Kit 


el Ba 
The ToolPak Meter Hanging Kit is ideal 


for taking measurements while keeping 


both hands free. The ToolPak kit comes with universal hanger clips (2), hook & 
loop straps (2 lengths) and a strong magnet. The TPAK attaches to the back of 
several different meters including DMMs, processmeters and thermometers. 


045X984 TPAK DMM Hanging Kit oo. ees $33.00 ea. 
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TEST EQUIPMENT 


Multimeters 


For more information 
_ www.specialized.net 


and automatic low-battery indicator. Each model includes test leads, two bat- 
teries, safety sheet, instruction card and carrying case. 


045X125 322 400-A AC, 600-V AC/DC Meter....$111.95 ea. 
O45X132 333A 400-A AC Meter... ceeeeeeee eee 150.95 ea. 
045X134 334A 600-A AC Meter w/Backlight........ 171.95 ea. 
045X136 335A 600-A AC True-RMS Meter.......... 231.95 ea. 
045X138 336A 600-A AC/DC True-RMS Meter...317.95 ea. 
045X138C 336A Fluke Meter w/Calibration............ 384.00 ea. 
045X140 337A 1000-A AC/DC True-RMS Meter.368.95 ea. 
045X140C 337A Fluke Meter w/Calibration ............ 435.00 ea. 


Extech Meter Feature Comparison 


Temp. (IR) -08 to 518°F -58 to 5185 


Averaging/ 
True RMS 


True RMS Averaging True RMS 


ImvV - 750V 


O.AmMV - 750V 


AC Voltage O.AmV - 750V 


DC Voltage O.AmV - 1000V | O.14mV -1O00V | O.1mV - 10O00V 


O.01nF - 100UF 
OO1HZ - TOMHz 


Capacitance | 0.01nF - 100uUF 


Frequency OO1HZ - 1OMHz 


Temperature 
(Type K) 


-4 to 13882°F -4 to 13882°F 


i410 Fluke AC/DC 
Current Clamp 


The Fluke i410 AC/DC Current Clamp is the 
ideal tool to extend the current range of 
Fluke DMMs. Take accurate current readings 
without breaking the circuit. 


045X959 i410 Fluke AC/DC Current Clamp.......... $194.65 ea. 


40kV High 
Voltage Probe 


The Fluke 80K-40 High Voltage Probe is 
designed to extend the voltage capability of an 
AC/DC voltmeter to 40,000 volts peak AC or DC 
Overvoltage Category 1. 


045X030 80K-40 40kKV High Voltage Probe......... $168.70 ea. 


TEST EQUIPMENT 
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FLUKE 


Digital Thermometer 


The new Fluke 50 Series I! contact thermometers offer fast response and 
laboratory accuracy (0.05% + 0.3°C) in a rugged, handheld test tool. 


FLUKE 50 SERIES Il SELECTION 


Thermocouple Types 


Time Time Day — 
hvu RSG [vv 
[Dual Display/Backiight | wv | vw [| vil wv | 


RRM ANZAVE Rice SV aa a a 
Va 


=e are Up to 500 
Points 


IR Data Port for 
Interface to PC 


Compatible w/ Optional 
FlukeView Software 


Fluke 51-2 Single Input Digital Thermometer 
O45X17G coor vines sien tarda $222.00 ea. 


Fluke 51-2 Single Input Digital Thermometer w/ Calibration 
OA5BX17.GC ii svcsssessacesseredeeanimarsoveisem tte eee $293.00 ea. 


Fluke 52-2 Dual Input Digital Thermometer . . 
OBB X17 Bi iiroctesecaiensycvssnssacarsinnsacegnia cadens cee $269.00 ea. 


Fluke 52-2 Dual Input Digital Thermometer w/Calibration 
O4SX17 BC oa crs dscsssecedncarisarn flee nee eee $340.00 ea. 


Fluke 53-2 Single Input Digital Thermometer w/Datalogging 
O45X18O fc, $320.00 ea. 


Fluke 54-2 Dual Input Digital Thermometer w/Datalogging 
oF Ts) @ l= }-eemeeetecr eer ie Oe i $369.00 ea. 


Fluke 54-2 Dual Input Digital Therm. w/Datalogging & Calibration 
O45 X18 2 C visscssisinnasduaiaspccunsctnach heed eee ee $445.00 ea. 


HVAC Pro Infrared Thermometer 


Mini Infrared Thermometer The Fluke 561 Infrared and Contact Thermometer has both 


IR and Type-K Thermocouple capability. Temperature range 
is -40° to 1022° F. Distance-to-spot size is 12:1. Use the 
IR thermometer to measure hot, moving, electrically ener- 
gized and hard to reach objects instantly. Or use the Type 
K thermocouple probe for superheated, sub-cooling and 
other contact and ambient temperature measurements. 


The Fluke 62 Mini Infrared Thermometer offers quick and reli- 
able surface temperature readings with 10:1 distance-to-spot 
ratio. Professionals can troubleshoot maintenance problems 
by measuring surface temperatures of motors, electrical 
equipment, insulated walls and pipes, heating, ventilation 

and refrigeration systems all from a safe distance. 


045X192 Fluke 62 Mini Infrared Thermometer...... $99.50 ea. O45X571 Fluke 561 HVAC Pro IR Thermometer... $161.00 ea. 


SPECIFICATION COMPARISON 


FLUKE 


-4 °F to +662 °F 


+2 °C or 2% 
(greater of the 2) 


-4 °F to +482 °F 


+5) -Clogsve 
(greater of the 2) 


Temp Meas. Range 


Temperature 
Accuracy 


Thermal Imaging 
Infrared Cameras 


On-Screen 
Emissivity Correction 


Yes 


The Fluke Ti10 and Ti25 Thermal Voice Annotation 60 sec. Max/image 


Imaging Infrared Cameras are the 
perfect troubleshooting tool for 
electrical installations, electro- 
mechanical equipment, process 
equipment, HVAC/R equipment 
and others. See things both 
ways—infrared and visual (visible light) images fused together communicating 


Full infrared with 
MAX, MID or MIN 
auto blending; and 

IR-Fusion Information picture-in-picture 
with MAX, MID or 
MIN auto blending 

(Visual & IR blending) 


Full infrared or 
picture-in-picture 


EH. ; Three levels of on- 100% IR 
critical information faster and easier. IR-Fusion, a patent-pending technology Picture-in-Picture screen IR blending displayed 
that simultaneously captures a digital photo in addition to the infrared image (PIP) displayed in center in center 
and fuses it together taking the mystery out of IR image analysis. 320x240 pixels 320x240 pixels 
Ti10 Thermal Imaging Infrared Camera Three levels of On- 100% IR 
045X835 oe ee ee $4495.00 ea. | Full Screen (PIP off) screen IR blending displayed 
Ti25 Thermal Imaging Infrared Camera displayed in center in center 
045X840 6.8.55. scone age ea $7495.00 ea. 640x480 LCD 640x480 LCD 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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same day shipping 
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LanScaper 
Network Monitors 


The Test-Um LanScaper Network Tester is the first in a new line of physical 
layer network management devices. This instrument identifies port services like 
Ethernet, ISDN, POTS and Token-Ring while reporting such crucial information 
as network speed, capability and location of switches and other network de- 
vices. It includes #1 test remote, 2 patch cables, 2 RJ-45 to alligator clip cables 
and two no-fault RJ-12 cables in a Cordura case. 


The LanScaper Network Monitor Kit includes the LanScaper plus eight remote 
identifiers for wiremapping, adapter cables for coax, twisted-pair and Ethernet 
connections in a carrying case. 


LanScaper Network Tester 


Se ER eset Node cxstrncagues tun nevsivsenns dasiveveceersseseeeses 1-5, $334.00 ea.; 6-up, $318.00 ea. 


LanScaper Network Monitor Kit 


Se RES PMPMMMG yfirfou vedios siseectsiseonevrcedconccnvisaseinesseeseene 1-5, $453.00 ea.; 6-up, $431.00 ea. 


LanRoamer PRO” 


for fast results. 


belt loop and instructions. 


LanRoamer Pro CAT5 Tester 


RT a PRP TB Pea 
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Test-Um’s TP600 LanRover Pro is a low-cost, high-performance combination CAT 5 tester/ 
analyzer that verifies wiring faults and configurations on all of your data cable. An advanced mi- 
Ccroprocessor controller is incorporated with a popular low-end tester interface. Clear wiremap- 
ping form is displayed on the two-line, 16 character LCD. Use one-ended testing with pre-test 


SIONS Fees socom ee datetthete as etyiiess 


TEST EQUIPMENT 
Cable Testers 


Tri-Porter Triple-Play Cable Qualifier 


JDSU’s IVT600 Tri-Porter is the first all-in-one, low-cost, triple-play voice/data/video home cabling quali- 
fier and tester. IVT600's multi-functional, broad-based capabilities test, qualify and assure quality signals 
with adequate capacity in one instrument. 


Includes main unit, remote tester/tracer and 20-piece wiremapping set for remote discovery of telephone, 
coax and network cables in a handy carrying case. 


Tri-Porter Triple-Play Cable Qualifier 


Spee eters Sheba Mase serene tr ntnanenisascaesnerses 1-5, $799.00 ea.; 6-up, $756.00 ea. 


LANSCAPER CABLE TYPES 


Shielded or unshielded, CAT3, CAT4, 
CAT5, CAT5E and coax 


Min. length for testing 


for split pairs EMSA) 


Min. length for single- 
ended cable test 


4 ft. (1.25 m) 


O to 1,500 ft. 
(O to 457 m) 


Length measurement 
range (CAT5/6) 


2 \ For more information 
www.specialized.net 
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Includes main unit, remote unit, two 12" RJ45 shielded patch cables, black Cordura case with 


Test-Um’s TP607 LanRover Pro Kit includes main unit, 8 remote units to test multiple cables quickly, two 12" RJ45 shielded patch 
cables, black Cordura case with belt loop and instructions. 


1-5, $171.00 ea.; 6-up, $163.00 ea. 


LanRoamer Pro Tester Kit with 8 Remotes 
oo KAS ee ee ena eae enema Rreatine 


1-5, $287.00 ea.; 6-up, $273.00 ea. 


TEST EQUIPMENT 


Cable Testers www.specialized.net 


CablelQ Qualification Tester 


The Fluke Networks CablelQ Qualification Tester is the first cabling bandwidth 
tester for network technicians. It gives even the most novice tech the vision to 
see what speeds existing cabling can support, quickly isolate cabling from net- 
work problems, and discover what is at the far end of any cable. Includes remote 
adapter, CablelQ Reporter software CD, two RJ-45-RJ45 patch cords, USB cable, 
coax “F” push-on adapter, owners CD and Quick Start guide, 4 AA batteries and 
soft carry case. 


The CIQ-KIT CablelQ Advanced IT Kit includes CablelQ with remote adapter, Intellifone 200 Probe, six remote office 


IDs, four AA batteries and rugged carrying case. poms vorks 
044X340 Cable IQ Qualification Cable TeSter...........ccccssesssssscscesseeneeussesseseeees $1070.00 ea. 
044X342 Cable IQ Qualification Cable Tester Kit ...........ccccccccccssseceeeseveeeeesnvveses 1620.00 ea. 


CABLEIQ SPECIFICATIONS 

Cable Types Supported | UTP, STP, FIP, SSTP, RG6, RGS59, audio, security 

1OOOBASE-T, 10OO0OBASE-TX, 10OBASE-T, VoIP, 1894b S100, TELCO, 
wiremap only, coax 


Wiremap, length, cable signal performance, digital toner, analog 
toner, Ethernet port detection/identification, analog telephone 
detection, blink port light, continuity, soeaker test, cable fault 
finding, video signal detection. 


Qualification Autotests 


Supported Tests 


ENTER 


Auto DISCOVER z 
TEST RESULTS 


Storage Up to 250 qualification test results 


Detects single wire faults. Supports MultiMap mode with up to 
Wiremap seven remote office identifiers. Draws proportional wire length to 
breaks. Detects split pairs. 
Measures crosstalk/impedance. Compares against appropriate 
limits based on qualification test selected. Detects location of 
large point sources and distributed sources in cabling if sufficient 
to disqualify application. 
4 AA (NEDA 15A, IEC LR6) alkaline; also supports 4 AA photo 
lithium, NiMH, ni-cad. 20 hours of typical use without backlight 


TONE 


Find Fault 


Batteries/Battery Life 


FLUKE 
networks 


LINKRUNNER FAMILY COMPARISON 


PELE 


LinxRuwner Pro 


10/100/1000 


Link/Ping Speed 10/100 
Pots/ISDN/Ethernet Detect v 


Cable Wiremap v 
ee 
Discovery Protocols CDP/EDP | CDPR/EDR/EESE 


v 
10 IP addresses 


IntelliTone Digital Toning 


PoE Verification 


Configurable Ping List 
802.1X Authentication 
Link Status Reports 
USB Application Port 
Protective Rubber Mold 


LinkRunner™” Network Multimeter The LinkRunner Pro Network Multimeter is the essential link tester for today's 
Gigabit Ethernet, PoE, and 802.1X networks. The LinkRunner Pro can Link at 
10/100/Gig, Ping key devices, Verify 802.1X settings, Detect PoE service, Iden- 
tify port, test cable wiremap, locate and ID cables and Document test results. 


Includes WireView Cable ID #1, Link Runner Connect Software CD, USB cable 
and Getting started guide. 


The LinkRunner Network Multimeter can quickly verify and troubleshoot 
network drops. Frontline PC and network technicians are the first line of de- 
fense against problems at the physical and link layers of the network. Typical 
problems the technician checks for include determining whether the drop is 
active and whether they can “ping” other network resources, finding any cable 
problems and tracing the cable path. It includes a wiremap adapter, two AA 044X305 LinkRunner Network Multimeter ........ $450.00 ea. 
batteries and user guide. 044X446 LinkRunnerPro Network Multimeter ..... 995.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TEST EQUIPMENT 


same day shipping Cable Testers 


For more information FLUKE — 
www.specialized.net networks. | ee MicroMareen Pro 


MicroMapper Pro 
VDV Cable Tester 


The Fluke Networks MMP-50 MicroMapper Pro VDV Cable Tester simplifies 
testing, providing a full wiremap for twisted pair and coax connectors includ- 
ing split pair and distance to break. It features a quick-check test to confirm 
cable wiremap to TIA568A/B specifications and displays all results on a large 
LCD screen. Includes MicroMapper Pro VDV Cable Tester, #1 Cable ID, F-Type 
adapter and batteries. MMP-TTK Kit comes with MicroMapper Pro VDV Cable Tester, #1 Cable ID, F-Type 
adapter, Pro 3000 Tone Probe, IS50 Pro-Tool Kit, batteries and a deluxe carry case. 


044X551 MMP-50 MicroMapper Pro VDV Cable Tester .............ccceeeeeeeeee $249.00 ea. 
044X549 MMP-TTK MicroMapper Pro Termination Test Kit... 449.00 ea. 


TONE WIRE 
LENGTH MAP 


MICROMAPPER SPECIFICATIONS 


Twisted pair: UTP, FTP 
Coax: F-connector for 75 Q, 50 @, 93 2 cables 


Length (850 m or 999 ft.), wiremap to TIA-568A/B standards, 
remote ID locators 


Analog tones: [400HZ, 1KHZ] 
6 AAA alkaline batteries 
DI ADae Oop uroo In. oO Ibs 


Vv A 


Power Source 


Dimensions 


MicroScanner? Cable Verifier 


The Fluke Networks MicroScanner? is the next generation MicroScanner 
that verifies voice/data/video cable and services with a revolutionary user 

2 4 interface. MicroScanner features built-in IntelliTone digital and analog ton- 
ing to precisely locate virtually any cable or wire pair, regardless of work 
environment. Includes MicroScanner? Cable Verifier with main wiremap 
adapter, multi-language Getting Started Guide, user CD, batteries, and Fluke 
Networks carry pouch. Pro Kit comes with MicroScanner’, Cable Verifier with 
main wiremap adapter, Intellifone Pro 200 Probe, Remote Identifiers #2-7, 
patch cords (shielded RJ45, RJ11, coax), multi-language Getting Started Guide, User CDs, batteries, and 
deluxe Fluke Networks carry case. 


LUKE y 
networks MICROSCANNER 


O44X503) VicroScanner Cable V Srillerirnccesctesccessccscrestveccdeetarmcuennstumesmteerusnnces $449.00 ea. 
O44 X512 8 MICFOSCEMeT a Ri@: Withee rceetetcetctercecarr ces eareceietoon eer rere enna nance 749.00 ea. 


MICROSCANNER? SPECIFICATIONS 


Test Connectors Twisted pair (UTP, FTP, SSTP eight-pin modular jack accepts 
RJ45/11); coax (F-connector for 75/50/93-Q cables) 


Cable Tests Length (460 m/500 ft), wiremap to TIA-568A/B standards, 
remote ID locators 

Tone Generator IntelliTone digital tone (500 KHz); analog tones (400 Hz, 1 KHz) 

PoE Detection Solicits and detects the presence of 802.3af- 


compatible PoE devices 


Ethernet Port Test | Advertised speed of 802.3 Ethernet ports (10/100/1000) 
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TEST EQUIPMENT 
Cable Testers 


tS 


Py Tempo 


Classic Tone and Probe Kit 


The Tempo 701K Classic Tone and Probe Kit consists of a 77 HP High-Powered 
Tone Generator and a 200 EP Inductive Probe in a 700C Combo Case. Use the 
77 HP to send tone, test continuity plus identify tip and ring. This tone tracer 
offers +7 dBm output for reception up to 50,000 feet through low-resistance 
circuits. It comes with a modular connector plus two leads and clips. Model 
200EP is an inductive amplifier that eliminate the need for a handset. This bat- 
tery-powered line aid with built-in speakers identifies and traces wires within 
a group without damaging insulation. Connect a tone tracer lead to the subject 
wire and other lead to earth or equipment ground (for improved transmission 
of tone). Turn on the inductive amplifier, and touch the tip to the insulation of 
each suspect conductor. Tone will be loudest on the subject wire. These two 
items are organized and protected in the sturdy 700C Combo Case’s individual 
compartments. The universal tone pouch fits all Tempo tone generators. 


7O1K Classic Tone and Probe Kit 


S367X70lf 1-9, $110.00 ea.; 10-up, $105.00 ea. 


77HP Tempo High-Powered Tracer 2 Tone Generator 


36/7XOSO Fee 1-9, $36.25 ea.; 10-up, $34.50 ea. 


200EP Tempo Inductive Amplifier 


367X2102 7. eee 1-9, $69.50 ea.; 10-up, $66.50 ea. 


IntelliTone Pro Kits 


These Fluke Networks IntelliTone Pro Kits give you cutting-edge digital 

and analog cable locating technologies that are as advanced as the 

systems you work with. Both units identify, diagnose and troubleshoot 
services with datacom link, two-line telecom, continuity and polarity. Use 

the Pro 100 Kit to identify, diagnose and troubleshoot services with data- 
com link, two-line telecom, continuity and polarity. Powerful talk battery 
tests telecom circuits. With the Pro 200 Kit, Cablemap checks end-to-end 
cable continuity and basic miswires. Each kit includes toner, probe, coax F 
connector adapter, two RJ11 and RJ45 patch cables, test leads with alligator 
clips, lanyards, two 9-V batteries and CD with quick start guide. 


MT-8200-60A Fluke Networks IntelliTone Pro 200 Kit 


OBA XAT Ferenc Ae ER oe Ree $198.00 ea. ee 
MT-8200-50A Fluke Networks IntelliTone Pro 100 Kit 
OG AX 75D. Fissoncecksn careentarsperencha enka eet eee ee eee roe $146.00 ea. 
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Premium Tone and Probe Kit 


When it comes to wire identification kits, Model 801K is the top of the line. 

It offers all the features professionals need. The 77HP/6A high-power tone 
generator provides bent noise piercing clips, increased talk battery supply and 
higher voltage protection. It features +7 dBm output for reception up to 50,000 
feet through low-resistance circuits. The 77HP/6A includes a modular connec- 
tor and two J.S. Popper 6A type (piercing) clip leads. Tracer is compatible with 
ESS, Step and Crossbar. Output tone is isolated from all dc voltages. All tests 
may be detected, traced or located by audio or LED indicator. Inductive ampli- 
fier is designed specifically to work with Tempo's tone tracer. Model 200FP 

is the only filter probe that stops power line hum. It blocks ac interference by 
filtering out power-related noise. Probe is audible within 15"' of a conductor 
carrying a 5-V peak-to-peak signal. Both units are housed in a high-quality 
Cordura case and are designed for years of dependable use. 


801K Premium Tone and Probe Kit 
367X720 3 eee 1-9, $180.00 ea.; 10-up, $171.00 ea. 


77HP/6A High-Powered Tone Generator w/Piercing Pin Clips 
367X084 1-9, $41.50 ea.; 10-up, $39.50 ea. 


200FP Tempo Filter Probe 
367X220 Fee 1-9, $119.00 ea.; 10-up, $114.00 ea. 


Fei 
networks. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TEST EQUIPMENT 


Cable Testers 


27 


same day shipping 


PTNX8-' 
pocaete PTNX8-CT 


PTNX8-DLX 


Gale Pocket Toners 


The Gale NX Series Pocket Toners feature 
audible tone from both the detachable toner 


unit and the main body providing dual audible PTNX1 Gale Pocket Toner 


indicators. Bi-gender toner unit allows testing : SA OO) Bere ete tr circ ras occa ceuaaaaha svesWaanae diaesdle asses $28.75 ea 
on male and female connectors and low volt- : PTNX2 Gale Pocket Toner 
age circuit protection for both the PCB and the af ee a) ne bececvecusvarvececnscuivsverdecsovscconscees $36.25 ea. 
detachable unit. | 
; } PTNX2-DLX Pocket Toner Deluxe Kit 

The NX2 comes with an easy to read digital LED - Sydeeley $88.50 ea. 
display and is available alone or in a kit with awe asi eens es esti 

. . = ocKet |oner aple Kl 
eee 8 Couplers In a Carry case. he ae aN ee ae ic yon sskaci.se cd nvecarbevieneresdeenwes $83.50 ea 
The NX8 tests up to 8 cables at once. LED indi- ; 
cator on each of the 8 caps indicates continuity PTNX8-CT Pocket Toner NX8 Cable & Telephone Kit 
and IDs the cap’s number (1-8) on its digital SHEET a a aa SS olee 
display. NX8 is available in three kits with 8 ID PTNX8-DLX Pocket Toner NX8 Deluxe Kit 
Caps and various configurations of adapters and couplers in a carry case. SS Da ae aCe i Se sereh even aa teas eves Rdemaacaatnaivsnbsabowas $101.00 ea. 
Holland Cable Ringers jr nk Ra lag 
Holland Electronics brings you these two quality cable ringers. The TSTL-1 Cable Ringer detects ols . 
continuity with a loud audible tone and shorts with a simple-to-see LED. The system consists of a dc aw - 


generator/short detector and a removable tone detector that screws into the base. Model TSTL-3A 
Cable Ringer is Holland Electronics’ next-generation RF pocket toner that tones out cables. This tester fea- 
tures improved head design with rugged push-on male F connector. Each includes cable ringer and tone detector. 


1-9, $21.00 ea.; 10-up, $20.00 ea. 
1-9, 23.50 ea.; 10-up, 22.50 ea. 


328X255 _ ISTL-1 Holland Cable Ringer.................4 
328X263 TSTL-3A Holland Cable Ringer 


For more information 
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TDRSOO Features 


Best measurement range of any hand- 
held numeric TDR in the industry 


Viegger. 


Megger TDR9OO Hand-Held TDR 


The Megger TDR900 is an advanced instrument providing an 
unbeatable combination of features and functions for exceptional 
performance at a price within your budget. Use this hand-held unit to 


Auto output impedance compensation 


Cable length calibration function deter- 


_ 
cae 
—_ 
fee 
eed 
a ee 
A 
rm 
as 
—_— 
te = 
ceed 
ont 
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measure cable lengths and find distance to an open or a short using 
Time Domain Reflectometry. It offers exceptional features and a range 
capability normally associated with far more expensive instruments. 
The measurement range spans from 15' (5 m) to 10,000' (3 km) with 
a minimum resolution of 20" (50 cm). Designed for indoor and outdoor 
operation, this unit is housed in a rugged ABS enclosure that's dust 
and weatherproof to IP 42. Includes alligator clip adapter, soft carrying 
case, TDR training CD and user manual. 


TDR900 Megger Hand-Held TDR 


mines V.O.P. settings for any cable 


High voltage detection and safety 
protection 


Tone injection for cable ID or tracing 


Cable calibration settings identified by 
internal library of 39 cable types 


Memory storage of cable calibration 
setting results in 20 memory registers 


440X621 1-2, $380.00 ea.; 3-up, $369.00 ea. 


TEST EQUIPMENT 


Telecom www.specialized.net 
TS30 Lineman’s Test Sets FLUKE ; 


TS30 Lineman’s Test Set offers a high-impedance monitor for DataSafe operation along with features 
for enhanced comfort and unsurpassed RainSafe protection in extreme weather conditions. With its 
built-in DataSafe features, you can clip onto a line in monitor mode and the high-impedance monitor 
will prevent you from disrupting data transmissions on the line. 


TS30 Lineman’s Test Set with Piercing Pin Cord 


350X625 2 ee eee 1-5, $211.00 ea.; 6-up, $205.00 ea. 
TS30 Lineman’s Test Set with Angled Bed-of-Nails Cord 
BSOXSSO Narco reece nnncrvsart Coustenianenanacsaperocdl amen 1-5, $211.00 ea.; 6-up, $205.00 ea. 


TS22A Lineman’s Speakerphone Test Set 


TS22A Lineman’s Test Set is the industry's first truly hands-free test set with a built-in speakerphone 
and two audio levels for two-way communications. Now a technician can work hands free even while 
talking or gathering information. Use it with computerized voice response and ANI/ANA on CO frame 
applications. 


TS22A Lineman’s Speakerphone Test Set with Piercing Pin Cord 


S5OX4 SSG easiieeethiaes cee eee eee nen oe 1-5, $299.00 ea.; 6-up, $291.00 ea. 
TS22A Lineman’s Speakerphone Test Set with Angled Bed-of-Nails Cord 
S5OXK45O brraSistnccevssvacseeesessea ree ee eee 1-5, $299.00 ea.; 6-up, $291.00 ea. 


TS44 Pro Lineman’s Test Set 


TS44 Pro Test Set is a high-fidelity, two-way, amplified speakerphone for true hands-free conversation 
and data lockout with lockout override. Easy-to-read LEDs display advanced testing functions for 

low- and high-voltage and low-current detection. Always-on monitor mode simplifies operation and 
speeds testing. 


TS44 Pro Lineman’s Test Set with Piercing Pin Cord 
B5OXS 50 wiser acvsetritecson accent een emt 1-5, $355.00 ea.; 6-up, $345.00 ea. 


1TS44 Pro Lineman’s Test Set with Angled Bed-of-Nails and Piercing Pin Cord 
S35 OX BS ik Heictcacssantk canteen ct ace eee ate 1-5, $355.00 ea.; 6-up, $345.00 ea. 


TS52 PRO LCD Test Set 


TS52 PRO Test Set with Caller ID features the latest in test set technology. Designed with a superior, 
radiant liquid crystal display (LCD) user interface, it allows you to see what cannot be heard in any out- 
side plant environment. The back lit LCD and phosphorescent (glow-in-the-dark) keypad brings light to 
even the darkest of work environments. Features DataSafe Pro, Drop Safe to 20 feet, DSL/POTS Filtering 
Technology, Rain Safe and 2-Way hands-free speakerphone. 


TS52 PRO LCD Test Set with Piercing Pin Cord 


OB 4AXOS 7 sssscsisiicnsssedeiasvtnanadantechteanssenterertannnecdnnc ledllanlec si Ie setae aera eee ae eee $399.00 ea. 
TS52 PRO LCD Test Set with Piercing Pin and Angled Bed-of-Nails Cord 
O44 XOSG ooiiiscrs ines Rawncanbaane Repeats onsite inch acaatini adicerae cca eee pee eee ee $399.00 ea. 


Ch SIEMON 


Banjo Adapters TESTAR™ Adapters 
Modular banjo adapters feature angled copper Insert directly onto 66 terminals on quick-connect 
contacts, small holes in contacts for test probe block in simple, one-handed action. For "M" and 
use and heavy-duty, molded-in clip. "E" blocks only. 
Opa 350X156 620X500 
Modular Test Adapter 4-Wire Modular Banjo Adapter TESTAR 2-Wire Adapter 
The Siemon MODAPT Modular Test Adapter is a 1-11, $23.00 ea.; 12-up, $22.00 ea. 1-11, $13.50 ea.; 12-up, $12.50 ea. 
handy device for in-line testing of any plug/jack 350X161 620X505 
combination. Provides jack access to connect 6-Wire Modular Banjo Adapter TESTAR 4-Wire Adapter 
buttsets and/or insert tone or test four pair. 1-11, $24.50 ea.; 12-up, $23.50 ea. 1-11, $13.75 ea.; 12-up, $12.75 ea. 
620X450 350X191 620X515 
MODAPT 6-8 Pos. Modular Test Adapter 8-Wire Modular Banjo Adapter TESTAR 8-Wire Adapter 
1-11, $27.50 ea.; 12-up, $25.50 ea. 1-11, $29.00 ea.; 12-up, $28.00 ea. 1-11, $15.00 ea.; 12-up, $13.75 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TEST EQUIPMENT 


same day shipping | Telecom 


Viegger. 


CATV Insulation and Continuity Tester 


The Megger MIT410-TC is designed to qualify inside premise wire for telephony service. 
It can save considerable time by identifying faults related to the premise wire and outlets 
at the customer’s home. It helps to reduce repeated truck rolls due to faulty wiring, too. 

No dial tone? No problem. The MIT410-TC is used to instantly determine resistive faults that 
Cause noise, static or hard faults. 


MIT410-TC 1kV CATV Insulation and Continuity Tester 
SEEN) PCN RMON tN Tiree ara anatcreiaprearésne- 1-5, $634.00 ea.; 6-up, $616.00 ea. 


For more information eric @ Electronics 
www.specialized.net 46~870MHz 


ST-4000D FEATURES 


Full bandwidth operation (CATV: Ch. 
2-136, off-air: 2-69) 


Analog, digital ATSC, 8VSB measurement 


a’ 


Signal Level Meter 


——d 


Holland Electronics’ hand held signal level meter handles the basic needs of Wide dynamic range (-28 to 55 dBmvV) 


maintaining RF distribution systems. A rugged design and protective carrying 
case make it perfect for everyday use. It features full bandwidth operation 
(CATV: channels 2-136, off-air: 2-69). Use it to take analog, digital ATSC and 
8VSB measurements. Wide dynamic range is -28 to 55 dBmvV. 


Includes rechargeable NiMH batteries, ac charger and leather carry case. 


Signal level measurements (aural and 
visual carriers) 


Direct channel or frequency entry 


Group channel selection 


Five-hour charging time 


Signal Level Meter 


328X282... 1-5, $499.00 ea.; 6-up, $475.00 ea. Fe Mg eos 


CableScout® TDR 


The Tempo TV90 CableScout TDR’s innovative technology provides ease of use and CATV coax cable 
testing performance not found in other TDRs. Impedance, VP, gain, pulse width and vertical position 
are selected and adjusted automatically as you scan the cable. Finding the fault couldn’t be faster. 


OE TOE FCC 9) CS ECHL TU 1 LA oe ces csv xcavcasatanccgpmeransenmtermemeratecomeats $1314.00 ea. 


CABLESCOUT SPECIFICATIONS 


Test Signal Output 1/2 sine 
Amplitude (into 75 ©) 6-ns pulse: 5 V; 12-ns pulse: 6 V 
Pulse Widths 6 and 12 ns 
Output Impedance OL 
Input Protection 200 V, dc + peak ac to amaximum of 440 Hz, 
30-second duration 
> 6 Sega a a & 4 > Display Ranges | Eight automatic display ranges 
Sa ch Gain O to 63 dB 
Filter High pass, cutoff frequency 150 KHz plus avg. 


Distance Measurements | Meters, feet, nanoseconds 


Distance Accuracy O to 200': +2'; beyond 200': 1% + zero offset 


Ire ® 
Ay Tempo Display Resolution: 520 x 200 pixels; size: 5.25"; type: 


high-contrast LCD; backlight: switchable 
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TOOLS 


CAT 5/6 UTP Tools 


Ratchet Crimper 


Greenlee 45553 Telephone Ratchet 
Crimper terminates RJ11 6P4C, RJ12 
6P6C and RJ45 8P8C modular con- 
nectors without changing dies. 


297X204 

45553 Ratcheting Modular 
Crimper, RJ11/RJ45 

1-5 $65.00 ea. 

6-up 62.00 ea. 


Cutter/Stripper 


Paladin Data SureStrip UTP/STP 
Universal Cutter/Stripper is an easy- 
to-operate tool for data, telephone 
and network installations. 


170X030 

1116 Data SureStrip UTP/STP 
Universal Cutter/Stripper 
1-11 $20.00 ea. 

12-up 


19.00 ea. 


Modular Crimper 


Use Paladin Tools 1556 All-in-One 
Data & Phone Tool to crimp and 
terminate WE/SS modular plug con- 
figurations with a single tool. 


170X740 

1556 Economy WE/SS-Type 
Modular Plug Crimp Tool 

1-5 $46.00 ea. 

6-up 44.00 ea. 


Cable Prep Tool 


Siemon CAT5 Cable Prep Tool pro- 
vides a simple and effective method 
of preparing round unshielded or 
shielded twisted-pair cable. 


620X096 

CPT-WEB CAT5 Cable Prep 
Tool for Outer Jacket Stripping 
1-5 $10.00 ea. 

6-up 9.50 ea. 


Aa. 


) 
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Crimp Tool 


Paladin Tools 1530R has a smooth 
ratcheted design that will cut, strip, 
crimp and terminate all three popular 
WE/SS modular plug configurations. 


170X082 

1530R Ratcheting Pro 
Telephone Crimp Tool, WE/SS 
1-11 $130.00 ea. 

12-up 124.00 ea. 


Coaxial Stripper 


Paladin SmartHome Data SureStrip 
Coaxial Cutter/Stripper is an easy-to- 
operate tool for data, telephone and 
network installations. Fully adjustable 
with simple thumb screw and self- 
regulating to prevent nicking. 


1119 SmartHome Data 
SureStrip Coax Cutter/Stripper 
170X045 ............ $30.00 ea. 


For more information 
. www.specialized.net 


CAT 5/6 UTP Connector Kits 


Each of these top quality SPCTelco UTP Connector Kits includes a UTP/STP universal wire cutter and 


Crimp Tool 


Ideal Industries 30-496 Telemaster 
RJ11-RJ45 Crimp Tool is designed 
to crimp, cut and strip in one easy 
application. 


270X425 

30-496 Telemaster 
RJ11-RJ45 Crimp Tool 
1-5 $57.00 ea. 
6-up 54.50 ea. 


Stripper/Cutter 


Fluke Networks UTP/STP Adjustable 
Cable Stripper and Cutter is designed 
for use on round cables, UTP/STP 
telephone and data cables. 


350X297 

11230-002 UTP/STP Adjustable 
Cable Stripper and Cutter 

1-11 $27.00 ea. 

12-up 26.00 ea. 


stripper, a RJ45/RJ11 crimp tool and modular plugs in a clear compartmentalized parts box. KIT- 
205 contains 100 CAT 5e rated WE/SS 8P/8C RJ45 modular plugs, for use with round, flat, solid 
or stranded wire. KIT-206 contains 50 CAT 6 rated unique three-piece designed modular plugs, 
for use with 8-position, solid or stranded conductors. KIT-256 contains 100 CAT 5 and 25 CAT 

6 rated modular plugs. 


300X205 KIT-205 CAT 5 UTP Connector Kit... 1-5, $125.00 ea.; 6-up, $119.00 ea. 

300X206 KII-206 CAT 6 UTP Connector Kitt..................... 1-5, 121.00 ea.; G-up, 115.00 ea. 

300X256 KIT-256 CAT 5/6 UTP Connector Kit................. 1-5, 148.00 ea.; G-up, 141.00 ea. 

: - 2170X4 25880 Bde. hin OmllO@ agate ae eee eet eee 1-5, 57.00 ea.; 6-up, 54.50 ea. 

ss 170X030 UTP/STP Universal Cutter/Stripper .................05. 1-11, 20.00 ea.; 12-up, 19.00 ea. 

#4 170X865 (GAT & Modular PIUQS:-PK/S0 neneronrecetescearsvuves od 1-9, 23.00 ea.; 10-up, 22.00 ea. 

His [: i 270X390 CAT 6 Modular Plugs PK/25 ..........cc.secscsevreneonvees 1-11, 18.75 ea.; 12-up, 18.00 ea. 
& 037X770 “Sinai Paris Box... 4. eee ee ee 1-9, 3.75 ea.; 10-up, 3.50 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TOOLS 
same day shipping CAT 5/6 UTP Tools 


gos pe reslatant bleckaxide trish 
OLS Sa Excess wire trimmers 
RJ45 Crimp Tool 


Platinum Tools’ EZ-RJPRO™ Crimp Tool is the profes- 
sional's choice when working with EZ-RJ45° Connec- —— 
tors. Ratcheted straight-action crimping motion en- A ee este sade ee 
sures a uniform crimp every cycle. This tool features 
precision-cast crimping dies for superior accuracy. It 
has a built-in wire cutter and stripper for silver satin 
applications. All-steel frame has a rust-resistant black 
oxide finish. Over-molded rubber handles provide extra 
comfort and grip. 


Crimping using the EZ-RJ45 is a quick four-step process: 


untwist and straighten the wires, trim wires to uniform length, 
slide wires through EZ-RJ45 connector and crimp. 


Straight-action 
ratcheting mechanism 


< 


Comfortable over-molded 
rubber-grip handles 


EZ-RJ45 


eRe POM FSI) CHIT TOON... ......secsccsssnsenecsesesscnesesscseesecseeees 1-5, $76.50 ea.; 6-up, $73.00 ea. 
168X200 EZ-RJ45 CAT 5 Connectors, Box/100...............005 1-5, 64.50 ea.; 6-up, 61.50 ea. 
168X010 EZ-RJ45 CAT 6+ Connectors, Box/100 ................ 1-5, 73.00 ea.; 6-up, 69.50 ea. 
168X300 EZ-RJ11/12 Connectors, BOX/100.......eeeeeeeeeees 1-5, 36.50 ea.; 6-up, 35.00 ea. 
168X013 EZ-RU45 Strain Reliefs CAT 6+, Black, Pk/50 .......... 1-11, 9.50 ea.; 12-up, 9.25 ea. 
168X016 EZ-RJ45 Strain Reliefs CAT 6+, Gray, PkK/50............. 1-11, 9.50 ea.; 12-up, 9.25 ea. 


Modular Termination Kits 


SPC Modular Termination Kits are the perfect field kits for making occasional telephone and security 
repairs or installations. Platinum Tools' EZ-RJPRO Ratcheting Crimp Tool features built-in wire cutter and 
stripper, rubber grip handles and an all-steel rust-resistant block oxide finish. SPC742 comes with 100 
EZ-RJ45 CAT 5 connectors, SPC744 comes with 100 EZ-RJ45 CAT 6+ connectors and SPC746 comes 
with 100 EZ-RJ11/12 connectors. See above for separate pricing. Each kit comes in a clear plastic com- 
partmentalized box. 


SPC742 EZ-RJ45 CAT 5 Mod. Term. Kit ..... 1-5, $148.00 ea.; 6-up, $141.00 ea. 
SPC744 EZ-RJ45 CAT 6+ Mod. Term. Kit...1-5, 156.00 ea.; G-up, 149.00 ea. 
SPC746 EZ-RJ45 12/11 Mod. Term. Kit........ 1-5, 120.00 ea.; 6-up, 114.00 ea. 
OS7ZX77 OFS alli Pans BOX Only eacmeteer saa tens ne 1-9, 3.75 ea.; 10-up, 3.50 ea. 


oPGlelca : 
LAN ProNavigator Tester 
JackTest JackTest? g 
ae : The Paladin LAN ProNavigator is a multifunction 
The JackTest Multi-Jack Identifier is a single-end- The SPC JackTest' UTP/Coax Tester's colored LEDS two niece tester for CAT 5 and BNC Coax. Purchase 
ed go/no-go tester designed to aid installers and isolate common wiring problems ata glance. LAN +.44 alone unit or kit with accessories and case. 


MIS personnel in identifying both LAN and phone end tests TIA/EIA568A and 568B wiring standards. 


jacks. This tester also has the ability to diagnose an Continuity testing with included terminator from WAN ie 


Paladin LAN ProNavigator Tester 


analog/digital telephone line's jack. coax end distinguishes one RG59 coax cable run 1-5, $110.00 ea.; 6-up $105.00 ea. 
from another. ; 

686X100 170X685 

JackTest Phone/LAN Tester JACKTEST2 Coax/LAN Tester Paladin LAN ProNavigator Pro Kit 

1-99, $12.95 ea.; 100-up $8.00 ea. BESXVSO Faeries cine $14.95 ea. 1-5, $167.00 ea.; 6-up $159.00 ea. 
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TOOLS 
CAT 5/6 UTP Tools 
Free Blade! 


D814 Punch Down Tool 


Fluke Networks’ D814 impact tool offers an adjustable impact wheel with high 
and low settings for any type of termination. Features an automatic spring 
mechanism which provides the right impact to seat and/or terminate wires. 
Reversible blades offer terminating with or without cutting. 


Includes EverSharp 66 and 110 blades plus an additional free blade! Accepts 
all Fluke Networks industry standard blades. Measures 1.4" x 5.9" x 1". 
D814 Punch Down Tool 

SB5OXOG1 eee 1-11, $63.50 ea.; 12-up, $60.50 ea. 
D914 Punch Down Tool 

The D914 punch down tool provides quality terminations on the first punch, 
for the highest quality network installations. It is the only punch down tool to 


combine torque and impact. It also combines two versatile tools, the hook and 
spudger, into the handle. 


Includes EverSharp 66 and110 blades plus a free blade! Accepts all Fluke 
Networks industry standard blades. Measures 1.4 x 5.9 x 1". 


D914 Punch Down Tool 
350X048 Giese 1-11, $72.00 ea.; 12-up, $68.50 ea. 


Paladin Tools° 


SurePunch® Pro Punchdown Tool 


Paladin Tools’ SurePunch®Pro is the first and only punchdown tool with a 
detachable light for working in dark environments. It features a non-slip 
cushioned handle plus finger grips for comfort and a spring mechanism requir- 
ing minimum hand force to actuate. Used with twisted-pair data and phone 
systems and will support CAT 3, 5, 5e and 6 cables. Includes spudger, wire 
hook, and 66/110 blade. PDT accepts all twist-and-lock blades. 


SurePunch® Pro Punchdown Too! w/light 
17OXS5 49) cee eee 1-5, $78.00 ea.; 6-up, $74.50 ea. 


More blade options available 
at www.specialized.net 
a, 1 


Accessory Description 


EverSharp 
350X104 66/110 $32.00 | $30.50 
Blade 
: EverSharp 
1 5 
350X102 140 Glade 25.50| 24.25 
)| EverSharp 
350X060 66 Blade 25.50| 24.25 
350X221 | ~ MRM) Krone Blade | 51.00] 48.50 
+ +- 
168X216 Fan Se 449° 7519.00 
Extension 
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FLUKE 
Works. 


D914S SoftTouch Impact Tool 


Ergonomic D914S punch down tools offers a new design and soft rubber grip to 
absorb more impact recoil for reduced hand stress. It features high and low impact 
settings, combination torque and includes a hook and spudger in the handle. 


Includes EverSharp 66 and 110 blades plus free blade! Accepts all Fluke 
Networks industry standard blades. Measures 1.4" x 5.9" x 1". 


D914S SoftTouch Impact Tool 
3S50X080R eee 1-11, $83.00 ea.; 12-up, $79.00 ea. 


D-Impactor 5-Pair 110 Punch Down Tool 


The D-Impactor punch down tool easily cuts and terminates five copper pairs 
on 110-type LAN and telecom distribution system connection blocks. Unique 
impact tool features single blade cut and no cut installation with fewer moving 
parts allowing for smoother push-down and less hand stress. Punch down 
blades are individually set to reduce chances of metallic short between con- 
nections when doing multiple terminations. Includes a 110 blade. 


D-Impactor 5-Pair 110 Punch-Down Tool 
B5OXOGG oc cceccccsceeees 1-5, $186.00 ea.; 6-up, $177.00 ea. 


CUT, 
CUTTER 


SurePunch® Punchdown Tool 


This adjustable HI/LO impact tool by Paladin Tools terminates and cuts 
telephone wires and data cables into a 66-type block. The SurePunch features 
non-slip cushioned handle plus finger grips for comfort, and a spring mecha- 
nism requiring minimum hand force to actuate. It is designed for IDC type 
bifurcated terminals and 28-22AWG solid or stranded wire. Includes 66-type 
blade with reversible cut and punch/punch-only blade plus lanyard holes. 


SurePunch® Punchdown Tool 
17OX56S ae eee 1-5, $62.00 ea.; 6-up, $59.00 ea. 


FLUKE 
networks 


Deluxe Punch Down 
Blade Kit 


Fluke Networks Deluxe Punch Down 
Blade Kit is an ideal accessory for 
telecom engineers faced with varied or 
high-volume telephone work. Deluxe 
Blade Kit features 66-type, 110-type, Bix-type, Krone-type, extra-long 66 and 
3M System D-type blades organized in a handy plastic storage box. Impact 
Blades are compatible with Fluke Networks models D814, D914 & D914S 
punch down tools. 


D814/D914/D914S Deluxe Punch Down Blade Kit 
350X979 1-5, $269.00 ea.; 6-up, $256.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


a TOOLS 
same day shipping CAT 5/6 UTP Tools 


Unique swivel 
belt clip pro- 

vides release 
for easy on/ 
off use. 


Paladin Tools° 


For more information 
www.specialized.net 


SurePunch® Deluxe Deluxe 
Technician’s SurePunch® SurePunch® 
Holster Kit Pro Installer’s Pro Tech’s 
antard GripPack Sure- Holster Kit Holster Kit 

Punch Technician’s Hol- Deluxe GripPack SurePunch Deluxe GripPack SurePunch 


Pro Technician's Holster Kit 
is a eight-piece voice and 

data installation set featur- 
ing all the tools needed to work 


Pro Installer’s Holster Kit 

is a seven-piece voice and 
data installation set featuring 
all the tools you need to install or 


ster Kit is a seven-piece 
voice and data installation 
set featuring all the tools 
you need to install or maintain 


telecom and datacom networks. Tools orga- maintain telecom and datacom networks. Tools on telecom and datacom networks. 

nized in a PVC form-fitted pouch with convenient organized in a PVC form-fitted pouch with conve- Tools organized in a PVC form-fitted pouch with 
quick-release swivel-action belt clip feature. nient quick-release swivel-action belt clip feature. convenient quick-release swivel-action belt clip. 
"170X778 @ 170X776 @ 170X774 

Std. GripPack SurePunch Tech Holster Kit Deluxe SurePunch Installer’s Holster Kit DIx SurePunch Technician’s Holster Kit 
1-5, $132.00 ea.; 6-up, $126.00 ea. 1-5, $127.00 ea.; 6-up, $121.00 ea. 1-5, $143.00 ea.; 6-up, $136.00 ea. 


GRIPPACK KIT COMPONENTS 


| Stock No. | Description 1-11 12-up 170X778 | 170X776 | 170X774 
SurePunch Handle Only w 
SurePunch Pro Handle Only iG5.00))) a ® 
SurePunch Replacement Blade 110/66 Combo : 16.25 iS ia a 
SureStrip UTP/STP Universal Cutter/Stripper : 19.00 re] fe) r] 
GripPack Quick Release Too! Pouch 33.00 31.50 a a B 
750X500 | Mini Maglite 2-Cell AA 14.50 14.00 Pf) . | 

FLUKE 

networ KS 


ISG6O Pro Kit 


IS60 Pro-Tool Kit features 
some of the most essential 
tools for electrical and tele- 
com techs. The D914S soft 
touch punch down tool will 
accept all industry standard 
blades and is a that enables 
technicians to make more 
efficient connections with 
much less effort. Comes in a 
durable neoprene pouch with 
metal belt clip. 


ISSO Pro Kit 


S50 Pro-Tool Kit features some 
of the most essential tools for 
electrical and telecom techs. 

The D914S soft touch punch 
down tool will accept all industry 
standard blades and is a unique 
all-in-one tool that enables 
technicians to make more efficient 
connections with much less effort. 
Comes in a durable neoprene 
pouch with metal belt clip. 


IS40 Pro Kit 


1S40 Pro-Tool Kit features 

some of the most essential 
tools for electrical and telecom 
techs. The D814 punch down 
tool will accept all industry 
standard blades and is a unique 
all-in-one tool that enables tech- 
nicians to make more efficient 
connections with much less ef- 
fort. Comes in a durable neoprene 
pouch with metal belt clip. 
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FLUKE 


® 350X255 @ 350X261 @ 350X310 
IS40 Pro Tool Kit IS50 Pro Tool Kit IS6O Pro Tool Kit 
1-5, $144.00 ea.; 6-up, $137.00 ea. 1-5, $153.00 ea.; 6-up, $146.00 ea. 1-5, $177.00 ea.; 6-up, $169.00 ea. 


PRO TOOL KIT COMPONENTS 


Description 350X255 350X261 350X310 

350X054 | D814 Punch Down Tool Only 

350X104 D814/D914/D914S EverSharp 66/110 Blade | Le S 

350X297 | UTP/STP Adjustable Cable Stripper and Cutter 27.00 26.00 3] ie 8 

350X780 | 6" Electrician’s Scissors with Strip Notch 23.50 22.50 13 B & 
105° Insulated Telecom Probe Pic 6.00 5.75 1% @ i 
D914S SoftTouch Punch Down Tool Only 66.50 63.50 i Fe] 
Mini Maglite 2-Cell AA 14.50 14.00 a a 
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TOOLS 


Coax Tools 


a 


Coax sy 
Stripper 
Trompeter coax stripper kit strips cable from .10" 


to .30", RG174 to Belden 8281, RG6 and 735A. 


3-Step Coaxial Cable Stripper Cassette Kit 
OS52XG25 vais: sive eee $86.00 ea. 


Coaxial Strippers 


304X412 
CPT-6590 Yel. Coax Stripper, RG6/RG59 
1-5, $24.50 ea.; 6-up, $23.50 ea. 


Repl. Blade for CPT-6590 


304X610 34. Se eee eee $5.25 ea. 


304X400 
CPT-1100 Blue Coax Stripper, RG7/RG11 
1-5, $33.75 ea.; 6-up, $32.50 ea. 


Repl. Blade for CPT-1100 
304X620 


Locking 
Terminator Tools 


Ripley Cablematic offers quality cable prep tools 
like these locking terminator tools. 


155X373 
LT T-4 Locking Term. Tool, 4.5" 
1-11, $11.25 ea.; 12-up, $11.00 ea. 


155X376 
Lit=7 Locking Tenm. Tool; 7- 
1-11, $13.00 ea.; 12-up, $12.75 ea. 


» -s, 


Torque Wrenches 


PRE 


HUBER SUHNER ergonomically-styled steel torque 
wrenches. 


419X410 
Trq. Wrench, N, 20mm/.787" 
1-5, $165.00 ea.; 6-up, $161.00 ea. 


419X416 
Trq. Wrench, SMA, 8mm/.315" 
|-5, $96.00 ea.; 6-up, $93.50 ea. 


419X421 
Irqg. Wr, SMA/PCS.5, 8mm7/.315" 
$88.50 ea.; 6-up $86.00 ea. 


Cable Stripper 


Ideal Industries Model 45-163 is adjustable from 
Ys" to 42" to help ensure nick-free strips. 


370X236 
Adjustable Coax Cable Stripper Two-Step 
1-11, $27.00 ea.; 12-up, $26.00 ea. 


Super CPT Coax Stripper 


Cable Prep Super CPT stripping tool holds two 
cartridges for use on RG6/59 and RG7/11 cable. 


304X572 
SCPT-6591 Yellow and Blue Coax Stripper 
1-5, $42.00 ea.; 6-up, $40.00 ea. 


Repl. Blade, RG6/RG59 Cable 


304X610... $5.25 ea. 
Repl. Blade, RG7/RG11 Cable 

304X620220 $6.50 ea. 
ED 
Connector 


Removal Tool 


Trompeter makes this handy tool for removing 
twist-on BNC/TNC connectors in high density or 
hard to reach locations. The removal tool is 12" 
in overall length, has an 8" blade, a .625" socket 
head and a translucent amber plastic handle. 


BNC/TNC Connector Removal Tool, 12" 


052X500 ee $26.50 ea. 


Premises Installation Kit 


CablePrep premises installation kit has a cable cutter, stripper, hybrid pocket 
compression tool, wing ding torque wrenches and O-rings. 


PIK-G59HPT Premises Inst. Kit, RG6, F & RCA Conn. Apps 
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Gator Beveller 
and Cleaner 


For preparing hard-line cables 
after they've been stripped and cored. 


304X425 
Gator Center Conductor Beveller/ Cleaner 
1-5, $23.50 ea.; 6-up, $22.50 ea. 


304X700 
Gator Replacement Blade Kit 
1-5, $6.50 ea.; 6-up, $6.25 ea. 


o¢ 


Compression Tools 


155X306 
CAT-EX Compression Asmbly Tool, RG6/59 
1-5, $63.50 ea.; 6-up, $62.00 ea. 


155X295 
CAT-AS Comprssn Asmbly Tool, RG6/59, 7/11 
1-5, $78.50 ea.; 6-up, $77.00 ea. 


155X308 
CAT-AS-FX Fixed Comprssn Tool, RG6/59, 7/11 
1-5, $78.50 ea.; 6-up $77.00 ea. 


SA y 


“Ae" “F” Security Tools 


S200 Security Shield Tool, F, 2%" 
155X200. ee $10.50 ea. 


269X100 
SSTL-S Security Sleeve, F, 2%" 
1-11, $5.25 ea.; 12-up, $5.00 ea. 


269X200 
SSTL Security Sleeve, F, 2%" 
1-11, $5.25 ea.; 12-up, $5.00 ea. 


304X4 780 1-5, $80.00 ea.; 6-up, $76.00 ea. 

CC-2008 CablePrep Drop Cable Cutter, 9" 

304X350) 1-5, $22.00 ea.; 6-up, $21.00 ea. 

CPT-6590 Coax Cable Stripper for RG6 & RG59 

304X412. 1-5, $24.50 ea.; 6-up, $23.50 ea. 

HPT-6590 Hybrid Pocket Compression Tool, RG6/59/11 

304X434 5 1-5, $43.00 ea.; 6-up, $41.00 ea. Lip 

WDVP Wing Ding Finger Torque Wrenches, 6" F Conn. Yy RY 4 

BO4AX751 -gideabicioni pene nee es eae eee $2.75 ea. Boo. gae Stee gy 
4045 


PK-HLSTR Tool Pouch Only 


304X492 87 1-5, $30.75 ea.; 6-up, $29.50 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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same day shipping 


Thomas€é8Betts 


Ultimate Snap-N-Seal Kit 


Thomas & Betts, a leader in the electrical industry, makes the ultimate Snap-N-Seal kit, which includes 
the tools needed to prepare the cable and terminate Snap-N-Seal connectors on RG59, RG59 Quad 
Shield, RG6 and RG6 Quad shield cables. The kit includes the Sealtite Pro compression crimp tool, 
CATV cable stripper, and 100 Snap-N-Seal connectors with true 360 degree compression design to 
ensure superior RF signai performance. Items packaged in a foam filled hard plastic case. 


RSNSKITUR Ultimate Snap-N-Seal Kit RG6/59 


a8 sy» 1-5, $145.00 ea.; 6-up, $138.00 ea. 


CST596711 Coaxial Cable Stripper, Two-Step 


eh ascii cate ceccdsssacccesscscsecssvacacesevbesersess 1-5, $19.25 ea.; 6-up, $18.50 ea. 


SNSUTL Snap-N-Seal Compression Tool RG6/59 


IEE MIG cotta cst.s0-cecsscctecseseccccsesoeceresusceeeeess 1-5, $73.00 ea.; 6-up, $69.50 ea. 


For more information 
www.specialized.net 


TOOLS 


Coax Tools 


T&B Connectors Connector Type Stock No. Part No. Cable Type Slv Color 
F Series Male Sealed 272X822 SNS1P6 Series 6 Blue 50/Pk 
F Series Male Sealed 272X824 SNS1P6QS Series 6QS Violet 50/Pk 27.00 26.00 
F Series Male Sealed 272X826 SNS1P59 Series 59 Orange 50/Pk 27.00 26.00 
F Series Male Sealed 272X828 SNS1P59QS Series 59QS Green 50/Pk 27.00 26.00 
BNC-Type, Series 6 272X842 SNS1P6BNC Series 6 Blue 50/Pk 209.00 199.00 
BNC-Type, Ser. 6QS 272X844 SNSIPG6QSBNC _ Series 6GQS Violet 50/Pk 209.00 199.00 


COASTEL 
CABLE 


OLS 
INTERNATIONAL CORP. 


Battery Powered Coax Cable Stripper Kits 


Coastel Cable Tools, manufacturer of the “original” hand-held battery operated 
cable stripper, makes the versatile Port-a-Strip battery powered coaxial cable 
stripper, designed to be rugged enough for use in the field and extremely 
adaptable for in-house production use. The Port-a-Strip stripper is available in 
four different kits. Each kit comes with the hand-held stripper driver, Ni-Cad 
battery pack and a/c charger in a plastic custom foam cut carrying case. 

The SPC700 deluxe kit features two Trompeter cutter heads, one for 734A 


cable and another for 735A cable. It also comes with a Trompeter calibrated 
734/735 crimp tool and die set, a Trompeter 12-point center-contact indent 


crimper for 75 Ohm BNC connectors, a wire cutter, dial caliper and utility knife. 


The 683X515 and 683X615 standard kits each include one cutter head for 
735A cable. And the basic 683X725 kit comes without cutter heads. 


www.specialized.net 


Deluxe Kit with 683X340 and 683X341 Cutter Heads 


SPC Z007 ea 1-5, $1053.00 ea.; 6-up, $1001.00 ea. 
Standard Kit with 688X315 Cutter Head 

6S3X5157,. oe 1-5, $370.00 ea.; 6-up, $351.50 ea. 
Standard Kit with 683X341 Cutter Head 

GSSXAG1S heen 1-5, $385.00 ea.; 6-up, $366.00 ea. 
Basic Kit without Cutter Heads 

GS3X 725, 1-5, $245.00 ea.; 6-up, $232.75 ea. 
735A Three-level cutter head for Lucent KS & ITT Canon 
GB3X3 1 ee rr erecta teste $125.00 ea. 
735A Three-level cutter head for ADC BNC-H2 & Trompeter UPL 
GBS XS re a ret aac nnn tarsus Sostionceuatten $125.00 ea. 
734A Three-Level cutter head for ADC BNC-H2 & Trompeter UPL 
GE3XS3AC Pree eestor a cadseuonyaaneerbe aa $125.00 ea. 
AC/DC Power Supply 

GSS3XZ 2 LH cee ee He eta ekteasrcb assay ecavans $190.00 ea. 


TOOLS 


Hand Tools 


Cable 
Splicer’s Kit 


a 
Klein Tools 46037 Cable 
Splicer's Kit features a 
splicer's knife and multi- 
purpose electrician's scissors, 
which are made of tempered 
steel and include a scraper, 
file and 19- and 23-AWG strip- 
ping notches, all in a leather pouch. 


46037 Klein Cable Splicer's Kit 
OGOX858 cate 1-11, $42.50 ea.; 12-up, $40.50 ea. 


44200 Klein Cable Splicer's Knife, 6.25" 
OGOX8S56e2 1-11, $18.25 ea.; 12-up, $17.50 ea. 


2100-7 Klein Electricians Scissors with Strip Notch, 5" 
OGOX55 734 1-11, $15.50 ea.; 12-up, $15.00 ea. 


5187 Scissors & Knife Leather Holster only 
OGOXG38 Ferner 1-11, $8.00 ea.; 12-up, $7.75 ea. 


Cutter/Strippers 


Specialized Products offers 
a wide selection of cutters 
and strippers, including the 
CK Tools Insulated Cable Slitter, 
Fluke Networks Wire Stripper and the 
OK Industries Cut-and-Strip tool. 


A. 484005 Insulated Cable Slitter Knife, 7" 
575X800... 1-11, $50.00 ea.; 12-up, $47.50 ea. 


B. 44210-013 22/24 AWG Bradley-Type Wire Stripper w/Cutter 
350XS 7 1 1-11, $50.50 ea.; 12-up, $48.00 ea. 


C. ST-100 Wire Cut-and-Strip Tool, 22/24 AWG 
122X685. ee 1-11, $52.00 ea.; 12-up, $49.50 ea. 


For more information 
www.specialized.net 


Pliers/Cutters 


These high-quality, durable hand tools are perfect for use in the field. 
Specialized Products offers pliers and cutters from top companies like Fluke 
Networks, Jonard, Klein and more. 


A. Fluke Networks UR/UY/UG Need-L-Lock Crimp Pliers 
35OXS1 See eee 1-11, $16.50 ea.; 12-up, $15.75 ea. 


B. Jonard 7" Slim Long-Nose Serrated-Jaw Pliers 
054X470 23.2 1-11, $13.75 ea.; 12-up, $13.25 ea. 


C. Jonard 6.5" Tapered-Head Semi-Flush Cutter 
O54X447 Bota 1-11, $20.75 ea.; 12-up, $19.75 ea. 


D. Klein Tools UG/UR/UY Scotchlok Connector Crimper 6" 
O6GOX05720 1-11, $26.50 ea.; 12-up, $25.50 ea. 


E. Klein Tools Diagonal Cutter w/Strip Notches, 5" 
OG OX2OT Ba eae 1-11, $31.00 ea.; 12-up, $29.50 ea. 


F. Klein Tools Tapered-Nose Diagonal Pliers w/Wire Skinner, 6" 
OGOX0G6 Sis wii 1-11, $30.00 ea.; 12-up, $28.50 ea. 


G. Klein Tools High-Leverage Cable Cutter, 9" 
OGOXS 70 Pee eas 1-11, $29.00 ea.; 12-up, $28.00 ea. 
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Scissors 


Use these tempered-steel electrician’s scissors from Klein Tools, Fluke Net- 
works and Miller to cut heavy-duty, medium-gauge telephone wire, insulation _ 
material, harness ties and electrical tape. ste 


A. Klein Tools Electricians Scissors with Strip Crimp Notch, 5" - 
OGOX5527.15..4 se 1-11, $15.50 ea.; 12-up, $15.00 ea. 


B. Fluke Networks Electricians Scissors with Strip Notch, 6" 
S5OX780 22 Aan 1-11, $23.50 ea.; 12-up, $22.50 ea. — 


C. Miller Electricians Scissors with Strip Notches, 5" 
O24X28G6 7 he ee 1-11, $14.00 ea.; 12-up, $13.75 ea. 


nan . om om (A 


iO eC 
Wiring Spudgers 


Specialized Products offers a wide selection of wiring spudgers, including the 
Monarch Molding Sharp Point Wire Hook Spudger, Fluke Networks Insulated 
Telecom Probe Pic and the Jonard Nylon Notched Spudger. 


A. Sharp Point Wire Hook Spudger, White 
303X683 eee ee 1-24, $4.75 ea.; 25-up, $4.50 ea. 


B. Insulated Telecom Probe Pic, 105 Degree 
350X845 2 1-11, $6.00 ea.; 12-up, $5.75 ea. 


C. Jonard Nylon Notched Spudger 
054X440 |... eee 1-11, $1.50 ea.; 12-up, $1.40 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TOOLS 


same day shipping 


PowerPlay 
Multi-Purpose Knife 


Paladin PowerPlay PowerBlade Multi- 
Purpose Electrician's Knife is designed for 
telecom, datacom and electrical wiring profes- 
sionals. It strips 24-12 AWG solid or stranded wire, 
removes jacket from UTP cable with adjustable spring- 
loaded stripper and strips insulation from cables with blade in 
closed position using cable holes built into the handle. 


170X785 PowerBlade Multi-Purpose Knife............. 


Leatherman Charge ALX 


The Leatherman Charge ALX Pocket Multi-Tool! 
swaps out the Charge AL scissors for an 
aggressive cutting hook on the back of 

the serrated blade. Rip through tough 
materials like seat belts, linoleum and 

leather with no problem. 


Charge ALX Multi-Tool w/Cutting Hook 
137X195 


Leatherman Skeletool 


The Skeletool is all function (and none of the fluff) in one 
good looking package. The Leatherman Skeletool fea- 
tures standard stainless steel finish, 6061-T6 aluminum 


handle insert, new multi-tool platform, minimal weight- <_< 


5.0 02. (142 g) and length - 4" (10 cm). 


Leatherman Skeletool w/Black Nylon Sheath 
137X330 
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Hand Tools 


PowerPlay Multi-Tool 


The PT540 Paladin PowerPlay Multi-Tool provides 30 tools for electricians and 
VDV Installers, and is completely customized for wire and cable professionals. 
Comparable in size and weight to lineman’s pliers, the stainless steel PT540 
uses its size to maximum advantage by offering more features, more power 
and more value. It features smooth one-hand opening, compound leverage for 
power, PowerLock to lock folding tools in place and handle covers for comfort. 
The dual-function wire cutter and stripper in the plier jaws is controlled by a 
StopLock lever. When it’s disengaged, the pliers cut and grip normally, except 
the 12-, 14-, 16-AWG strippers become part of the wire cutter. This makes the 
cutter large enough to cut even 10-AWG Romex. Engage the StopLock lever, 
and the plier jaws become a precision stripper for 12-, 14- and 16-AWG wire. 
The PT540 is 5" long closed and 7.5" open. 


170X810 PT540 PowerPlay 30 Multi-Tool $124.00 ea. 


Leatherman Charge AL 


The Leatherman Charge AL Pocket Multi-Tool fea- 
tures strong pliers designed to withstand 133% 
more squeezing force. Made of 400-series 
corrosion-resisting stainless steel, it features 
hard-anodized 6061 T6 aluminum alloy 
handles, long-lasting scissors and clip- 

point knife. Locking blades are over 

50% stronger than original locks. 


{9D 


Charge AL Multi-Tool w/Aluminum Handles 


137X190 $109.85 ea. 


Leatherman Blast 


Loaded with the most requested features, the 
Leatherman Blast Multi-Tool is ready for work. 
Longer blades mean easier slicing, sawing, 

filing and more while the Zytel handle inserts 
provide a comfortable, reliable grip. Handle \ 
and plier designs help Blast sustain a 
more than double the squeezing load of 

the original PST. 


Leatherman Blast Multi-Tool 
137X215 1-11, $54.00 ea.; 12-up, $51.50 ea. 


Leatherman Freestyle CX 


Leatherman Freestyle CX is a convenient tool 
when carrying a pocket knife just isn't enough. 
The premium 154CM knife blade holds its edge 
thrice as long as stainless steel and with its 
powerful jaws and removable pocket clip, it can 
be used as a pocket knife or multi-tool. 


Leatherman Freestyle CX Knife 


137X345 $59.85 ea. 


TOOLS 


Hand Tools 


Xcelite’ 


Precision Pliers 
and Cutters Kits 


Xcelite® pliers and cutters feature high-quality 
alloy steel construction and cushion-grip handles. 


C4 four-piece kit contains 4" diagonal cutter, 5.5" 
serrated needle nose plier, 5" flush tapered-head 
diagonal cutter and 5" long-nose side-cutting 
plier. Six-piece kit adds 4" angled flush cutter and 
5" serrated chain nose plier. 


C4 
4-Piece Pliers and Cutters Kit 
1-5, $88.00 ea.; 6-up, $84.00 ea. 


C6 
6-Piece Pliers and Cutters Kit 
1-5, $139.00 ea.; 6-up, $133.00 ea. 


50-Piece 
Ratcheting Insert Bit Set 


Durham 50-Piece Mini Ratchet Set contains 4%." 
ratchet, extension, 3%" handle, spinner knob and 
bit cap, 3 bit caddies, 5 Phillips bits (#0 - 4), a 
Reed and Prince bit, 9 slotted bits (As - 4"), 12 
SAE bits (.050 - %«"), eight metric bits (1.5 - 8 
mm), 4" socket adapter and six Torx bits (110 - 
T30). Storage box is 4.875 x 2.875 x 1.25". 


300X144 
50-Piece Ratcheting Insert Bit Set 


1-5, $109.00 ea.; 6-up, $104.00 ea. 


4-Pc Journeyman Pliers Kit 


This 4-pc journeyman pliers kit includes 8" diago- 
nal cutter, 8" HD long-nose with side cutter and 
wire stripper, 9" NE-style side cutter with crimper 
and 9" cable cutter. 


4-Piece Journeyman Pliers Kit 


1-5, $176.00 ea.; 6-up, $168.00 ea. 


8-Piece Torx Set uta) 


Wiha 8-Pc Torx (T6-T30) screwdriver set of the 
standard powerhandle Torx driver sizes T6-T30. 
You get T6 x 50 mm, T8 x 60 mm, T10 x 80 mm, 
T15 x 80 mm, T20 x 100 mm, T25 x 100 mm, T27 
X 115 mm and T30 x 115 mm. Each comfortable 
red handle is clearly marked with the Torx size. 
These precision-machined, recessed-star drivers 
give maximum torque as well as minimize worker 
fatigue and fastener damage. 


175X260 
8-Piece Torx Screwdriver Sex, T6-30 
1-11, $48.50 ea.; 12-up, $46.50 ea. 


Cushion Grip 
Screwdriver Sets 


These high-quality Klein screwdrivers fea- 

ture heat-treated, tempered-steel blades with 
cushion-grip handles. Five-piece set includes 
two round-shank cabinet-tip (46" x 3" and %s" 

x 6"), a 4" round-shank Phillips-tip plus %4" x 

4" square-shank and “e" x 6" round-shank 
keystone-tip styles. The seven-piece set also 
includes a %" x 4" round-shank cabinet-tip and a 
3" round-shank Phillips-tip. 


O60X982 
5-Piece Cushion Grip Screwdriver Set 
1-11, $44.50 ea.; 12-up, $42.50 ea. 


Oo60X983 
7-Piece Cushion Grip Screwdriver Set 
1-11, $57.50 ea.; 12-up, $55.00 ea. 


15-in-1 Screwdrivers 


Megapro 15-in-1 Bitload Screwdrivers are packed 
with standard slot, torx, Square and Phillips bits. 

7 dual-ended bits are stored in the retractable 
handle in individual slots. 075X123 features a 
stainless steel shaft that resists corrosion and 
withstands salt spray. Both tools include standard 
(slot) 4 & 6; Phillips #0 & 3 and #1 & 2; square 
(Robertson) 0 & 3 and 1 & 2; plus star (Torx) T10 
& 15 and T20 & 25. The shaft opening serves as a 
Ys" hex driver. 


075X123 
SS Shaft Bitload 15-in-1 Screwdriver 
1-9, $29.50 ea.; 10-up, $28.50 ea. 


075X250 
Standard Bitload 15-in-1 Screwdriver 
1-9, $22.50 ea.; 10-up, $21.50 ea. 


Nutdriver Sets 
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Color coded for identification. 
The standard set includes 


Bhat 1" of, "4 Tt" 37" the" 
and '%" sizes. Craftsman’s 
metric set contains sizes 5 mm, 

6 mm, 7mm, 8mm, 9mm, 10 mm and 11 mm. 


267X176 
7-Piece Standard Nutdriver Set 
1-5, $49.00 ea.; 6-up, $47.00 ea. 


267X050 
7-Piece Metric Nutdriver Set 
1-5, $49.50 ea.; 6-up, $47.50 ea. 


7-Piece Precision 
Screwdriver Set 


Wiha 7-Piece Precision Screwdriver Set includes 
three Phillips drivers (#00, 0 and 1) plus four 
slotted drivers (1.5, 2.0, 2.5 and 3.0 mm). 

They feature hardened plated steel blades with 
precision-machined black oxide tips. Comfortable 
black tapered handle with built-in red spinner 
top allows fingertips to rotate the screwdriver in 
either direction and greatly reduce hand fatigue. 
Tools range in length from 4%" to 62". 


175x998 
7-Piece Precision Screwdriver Set 
1-11, $26.75 ea.; 12-up, $25.50 ea. 


Balldriver Sets 


Bondhus balldriver sets make stan- 
dard hex tools obsolete. Fasteners can 
be driven at angles up to 30°, permit- 
ting easy access in hard-to-reach ar- 
eas. Alloy steel blades are heat-treated 
and proportioned for optimum torque. 


175X780 
9-Piece Metric Balldriver Set, 1.2 - 10mm 
1-11, $42.50 ea.; 12-up, $ 40.50 ea. 


175X725 
13-Pc Standard Balldriver Set, .050 - %" 
1-11, $54.00 ea.; 12-up, $51.50 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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same day shipping Hand Tools 
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14-Piece Wrench Sets 


6, 
Craftsman Tools offers these 14 piece wrench sets featuring a 12-point design 

and are made of heat-treated, oil-quenched, tempered alloy steel that is 28-Piece Standard/Metric Wrench Set 
nickel-chrome plated to resist rust and corrosion. Comes in a double 1200- 


denier poly-roll pouch. This Craftsman 28 piece standard and metric combination wrench set comes 


with 14 standard wrenches from 4" to 1" and 14 metric wrenches from 6mm 


14-Piece Standard Wrench Set, %" - 1%" to 19mm. The six-point design displaces stress and the stronger, broader 
267X615 0. 1-5, $140.00 ea.; 6-up, $133.00 ea. contact surfaces prevent rounding corners of fasteners. Wrenches are made of 
14-Piece Metric Wrench Set, 8mm - 32mm heat-treated, oil-quenched, tempered alloy steel that is nickel-chrome plated 
lye dehy ee 1-5, $140.00 ea.; 6-up, $133.00 ea. tO resist rust and corrosion. Comes in a double 1200-denier poly-roll pouch. 
28-Piece Standard/Metric Wrench Set 
( Mina, , POLXKOCO en 1-5, $159.00 ea.; 6-up, $152.00 ea. 
\ ‘ x 7 i f iy } ‘ 
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Wrench Sets 
Armstrong Tools and Allen 9 )9)5)D 20-Piece 

Tools, trusted names in hand Standard Socket 
tools, offer these wrench sets. Wrench Set, “%" 
The eight piece standard set includes midget open-end This 20-piece %4" drive standard 
wrenches that range in size from 72" to As" and have overall socket wrench set contains seven 

lengths of 3/4" to 414". The seven piece metric set includes midget open-end —_&_ngint standard deep sockets, eight 12-point standard sockets, three exten- 
wrenches that range in size from 5.5mm to 11mm and have overall lengths of sion bars, a universal joint and a quick-release teardrop ratchet. Sockets are 


3/4" to 4/4". Each set is packaged in a see-through vinyl pouch. made of heat-treated, oil-quenched, tempered alloy steel that is nickel-chrome 
8-Piece Standard Open-End Wrench Set plated. Tools come in a durable blow-molded storage case and are secured in 
Seis Glo. 1-9, $31.00 ea.; 10-up, $29.50 ea. a die-cut base. 

7-Piece Metric Open-End Wench Set 20-Piece Standard Socket Wrench Set, % 

5 oS Ores reused 1-9, $31.00 ea.; 10-up, $29.50 ea. 267X227 .........n. 1-5, $96.50 ea.; 6-up, $92.00 ea. 


For more information 
www.specialized.net 
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154-Piece Mechanic’s 
Standard/Metric Tool Set 


Craftsman’s 154-piece mechanic’s tool set features a comprehen- 

sive assortment of standard and metric tools. Included are 105 

Six point metric and standard sockets with drive sizes of 4", %%" 

and 2" in both deep and standard depths. Plus 5 drive tools, 12 
combination wrenches, and 32 specialty tools including bits, ex- 
tensions, hex keys, nutdrivers and ratchets. Tools come organized 
in a sturdy blow-molded case with an internal cover to keep the 
tools secured in the lid. 


154-Piece Mechanic’s Standard/Metric Tool Set 
267X600 ...... 1-5, $265.00 ea.; 6-up, $252.00 ea. 
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TOOLS ’ 
High-Voltage Tools 
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14-Piece Pliers 
and Screwdriver Set 


The insulated service and repair kit contains 8" 
long nose pliers, 8" lineman’s pliers, 8" high- 
leverage cutters, 6" stripping pliers, 9" high- 
leverage cable cutters, six slotted screwdrivers 
(“6 - %") and three Phillips head screwdrivers 
(#1, #2, #3) organized in a black zipper case. 


176X500 
14-Piece High-Volt Pliers/Screwdriver Set 
1-5, $333.00 ea.; 6-up, $317.00 ea. 


Wiha professional series insulated tools undergo extensive inspection and testing and meet 
strict testing standards that meet ASTM F1505, EN/EC 60900, NFPA-70E. They are 1KVac 
or 1K5Vdc rated 10KV tested, insulation molded directly on for permanent bonding. 


5-Piece 
Screwdriver/ 
Pliers Belt 
Pack Kit 


Wiha insulated five piece screwdriver and pliers 
belt pack kit comes in a flexible canvas belt 
holster and includes two pliers — 8" long nose and 
6" side cutting, and three screwdrivers — " slot, 
%6" slot and #2 Phillips. 


176X186 
5-Piece Screwdriver/Pliers Belt Pack Kit 
1-5, $108.00 ea.; 6-up, $103.00 ea. 


24-Pc Insulated Combo Set 


Wiha insulated 24 piece combination set comes 
in a hard carrying case and includes a %" drive 
ratchet, eleven %" drive sockets (4" - %4'') and 
5" and 10" extension bars. Also included are an 
electrician’s knife with removable cap, 3 slotted 
and 3 Phillips screwdrivers, and 3 pliers - 6" 
long-nose, 6" diagonal cutting, and 8" combina- 
tion. 


176X176 
24-Piece Insulated Combo Set 
1-5, $849.00 ea.; 6-up, $807.00 ea. 


10-Pc *%s" Metric Socket Set 


This ten piece *%" drive metric socket set includes 
eight sockets (8 mm - 19 mm), 5" extension and 
11" long %" drive ratchet with insulated cushion 
grip. Tools are tested to 10 kV for 1 kV rating and 
come in a hard carrying case. 


176X177 
10-Piece %" Metric Socket Set 
1-5, $499.00 ea.; 6-up, $475.00 ea. 


Insulated Wrench Sets 


These insulated ratchet wrench sets feature 
precision-geared, 12-point, double insulated 
wrenches packaged in a carry case. Choose from 
a 6 piece SAE set with sizes %" - %", or a 7 piece 
metric set with sizes 8 mm - 19 mm. 


176X098 
6-Pc Insulated SAE Ratchet Wrench Set 
1-5, $301.00 ea.; 6-up, $286.00 ea. 


176X096 
7-Pc Insulated Metric Ratchet Set 
1-5, $349.00 ea.; 6-up, $332.00 ea. 
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10-Pc 3s" SAE Socket Set 


This ten piece %" drive SAE socket set includes 
eight sockets (“Ac" - %"), 5" extension and 11" 
long %s" drive ratchet with insulated cushion grip. 
Tools are tested to 10 kV for 1 kV rating and come 
in a hard carrying case. 


176X175 
10-Piece ¥%s" SAE Socket Set 
1-5, $499.00 ea.; 6-up, $475.00 ea. 


www.specialized.net 
COMEDIAN — "igh-voltage double- 
insulated safety tools 


from Cementex are tested to 10,000 volts and 
rated for use up to 1000 VAC, 1500 vDC. 
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16-Pc Telecom Repair Kit 


Kit contains 3 pliers - a lineman's, needle-nose 
and slip-joint, 4 screwdrivers - a Phillips and 3 
slot, a %" square drive reversible ratchet, 30-150 
in-lb torque wrench, 5 sockets and 2 extension 
bars organized in a black tool pouch. 


278X850 
16-Piece High-Voltage Telecom Repair Kit 
1-2, $690.00 ea.; 3-up, $656.00 ea. 


11-Pc %" Deep Socket Set 


The insulated %" square drive socket set contains 
a reversible ratchet wrench, 3" and 6" exten- 
sion bars, and eight 12-point deep-wall sockets 
ranging in size from %" to '%4«". Components are 
organized in a black tool pouch. 


278X420 
11-Piece Std. %" Deep Socket Set 
1-5, $318.00 ea.; 6-up, $303.00 ea. 


Over 100 sizes of sockets 
online www.specialized.net. 
) 
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Insulated Torque Wrenches 


Insulated torque wrenches feature audible click 
and feel impulse, low friction torque control 
mechanism, documented certification of + 4% 
accuracy, two calibration adjustments and high- 
visibility orange handles. 


278X135 
Ys." Drive Torque Wrench, 30-150 in/lbs 
1-5, $288.00 ea.; 6-up, $274.00 ea. 


278X950 
7s" Drive Torque Wrench, 30-150 in/lbs 
1-5, $288.00 ea.; 6-up, $274.00 ea. 


278X982 
¥" Drive Torque Wrench, 30-200 in/lbs 
1-5, $288.00 ea.; 6-up, $274.00 ea. 


278X945 
Yo" Drive Torque Wrench, 150-750 in/lbs 
1-5, $354.00 ea.; 6-up, $337.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 


Telecom Wire Wrap Kit 


Telecom wire wrapping tool kit for 22/24 AWG 
wire includes a manual wire wrap gun with lexan 
housing, 22/24 AWG bit, sleeve, cut-and-strip tool 
and hand wrap/unwrap tool, all packaged in a 
durable Cordura tool pouch. 


122X945 
Telecom Wire Wrapping Kit 
1-5, $355.00 ea.; 6-up, $338.00 ea. 


OK Industries 
Div. of Jonard Industries 


22-24 122X888 


For more information 
www.specialized.net 


WIRE WRAP BITS AND SLEEVES 


Wire Bit Type M 
Gauge Stock No. of Wrap Insulat 


22-24 | 122X424 | $37.00 


TOOLS 


Manual 
Wire Wrap Guns 


Manual wire wrap guns provide 10 revolutions 
per squeeze. Heavy-duty 122X110 aluminum tool 
accommodates wire sizes from 18AWG (1.00mm) 
thru 32 AWG (0.20 mm). The lightweight 
122X115, Lexan tool accommodates wire sizes 
from 18 AWG (1.00mm) thru 32 AWG (0.20mm). 


122X110 
Aluminum Wire Wrap Gun, G100/R3278 
1-5, $126.00 ea.; 6-up, $120.00 ea. 


122X115 
Lexan Wire Wrap Gun, G200/R3278 
1-5, $99.00 ea.; 6-up, $94.50 ea. 


Bit 
Stock No. 


Terminal 


Wrap 


ax. Terminal Terminal 
ion Dia. | Hole Depth | Hole Dia. 
= O75" 


O50" 1.250" (OVD: 


Wire Wrap Tools 


Electric 
Wrap/Unwrap Tool 


Wire wrap/unwrap tool features backforce 
option to help prevent overwrapping. The 115-volt 
tool has a pressure absorbing spring in the collet/ 
shaft assembly, rugged housing and high-torque 
planetary gear drive. Wraps or unwraps 18 to 

30 AWG (1.0 to .25 mm) wire, and is compatible 
with the full range of industry-standard bits and 
sleeves. Includes 20 ft. cord. 


Electric Wire Wrap/Unwrap Tool, 115 Vac 
i KS GO ereetree ccseseseesroessess $189.00 ea. 


* Denotes insulated bit or sleeve 


Sleeve 
Stock. No | Price Ea. 
122X650* | $26.50 
| 122x650* | 26.50 
075" | 122x598 20.75 


122X405 


Regular 
Regular 


Terminal 
Hole Depth | Hole Dia. 


.075" 
075" 122X653 


Price Ea. 


Regular 


075" 122x653 


Wire Bit 
Gauge Stock No. | of Wrap 


22-24 |126x024 


Terminal 
Hole Depth 


Terminal 
Hole Dia. 


Sleeve 
Color 


Blue 


Blue 


ie 126X022 Regular 
24 126X025 


Dual-Function 
Wrap/Unwrap Bit/Sleeve Set 


Innovative bit and sleeve set combines wrap and 
unwrap functions for 22-24 AWG wire. Machined 
for high-quality clockwise wrapping. Includes 
removal mechanism for counterclockwise 
unwrapping and retractable sleeve with insulated 
coating that provides 1000-V dielectric strength 
to prevent pin-to-pin shorting. 


122X060 
Dual-Function Wrap/Unwrap Bit/Sleeve 
1-5, $119.00 ea.; 6-up, $114.00 ea. 


www.specialized.net 


Hand Unwrapping Tools 


B-type unwrapping tools work on 20-26 AWG 
wires. Terminal hole diameters are .070", terminal 
hole depths are 2.36" and the outside diameters 
are .187".122X725 has a left-hand unwrap while 
122X730 has both left and right-hand unwrap. 


122X725 
Hand Unwrapping Tool, 20-26 AWG, LH 
1-11, $36.00 ea.; 12-up, $34.50 ea. 


122X730 
Hand Unwrap Tool, 20-26 AWG, LH/RH 
1-11, $36.00 ea.; 12-up, $34.50 ea. 


Regular Yellow 56.00 | 53.50 
26 126X026 1.000" 075 Green 56.00 53.50 
126X027 | Modified 750" 040 Red 56.00 53.50 


Hand Wrap/Unwrap Tools 


Switch from wrap to unwrap with the quick 
change of a cap from one end to the other. 


122X315 
20 AWG Standard Wrap/Unwrap Tool 
1-11, $82.00 ea.; 12-up, $78.00 ea. 


122X345 
22-24 AWG, Standard Wrap/Unwrap Tool 
1-11, $66.00 ea.; 12-up, $63.00 ea. 


122X360 
24-26 AWG, Standard Wrap/Unwrap Tool 
1-11, $82.00 ea.; 12-up, $78.00 ea. 


CABLE INSTALLATION _ 


Fish Tools 
B.E.S. 
W/. MANUFACTURING 
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Fiberfish and Glowfish Fishing Kits 


These B.E.S. Manufacturing Fish Kits can be used for short or long cable runs 
to push/pull wires over long spans, suspended ceilings, sub-floors, crawl 
spaces and attics. They are flexible enough to get around corners yet rigid 
enough to pierce insulation. The Fiberfish Fish Kit offers 4" nonconductive 
fiberglass rods in four 6' sections for a 24 overall length. The Glowfish II Kit is 
the glow-in-the-dark version with “c" fiberglass rods in five 6' 


sections for a 30' overall ED: te 


FIB107 Fiberfish Fish Kit, 4" x 24' 


5B 7OX1IO7 eon ee 1-9, $74.50 ea.; 10-up, $71.00 ea. 
FIB120 Fiberfish Attachment Kit 
579X120: oe ee 1-9, $30.00 ea.; 10-up, $28.50 ea. 


Lt e10d Usi 


© GREENLEE 
DATA*SIGNALe VOICE 


Greenlee Fish Poles 


Greenlee’s lightweight fish poles extend your reach while mini- 
mizing fatigue. Fish poles are designed to push or pull wires over 
long distances including suspended ceilings, sub-floors, crawl 
spaces and attics. 


to 
10442 Greenlee Fish Pole, 18' 
297XO7 OR ee 1-5, $81.50 ea.; 6-up, $77.50 ea. 
10443 Greenlee Fish Pole, 24' 
297X0757 0 1-5, $139.00 ea.; 6-up, $133.00 ea. 


MAGNEPULL 
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Magnepull Cable Pulling Tool 


The Magnepull Cable Retrieval System is an innovative easy-to-use cable 
fishing device which will reduce installation time and prevent wall damage 
due to misplaced holes. This cable pulling tool gives the technician complete 
control over coupling the device magnetically through drywall or insulated 
walls. Includes retriever unit, bullet magnet and flex tail leader with eye and 
instructional DVD. Magnepull System comes complete in a padded black car- 
rying case that measures 13" x 9.75" x 3". 


Magnepull Cable Pulling Tool 


849X100 ... Mee? Leo ae 


www.specialized.net 


For more information 


www.specialized.net 


GLF307 Glowfish Il Fish Kit, %e" x 3O' 


579X400 Ree ee 1-5, $86.50 ea.; 6-up, $82.50 ea. 
FIB520 Fiberfish Attachment Kit 
579X200... eee 1-9, $28.75 ea.; 10-up, $27.50 ea. 


Crain Gopher Pole 


The Crain Gopher Pole is a lightweight fiberglass push-pull tool that can be 
used in suspended ceilings, limited-access areas, sub-floors, crawl spaces and 
attics or to fish wire over long spans. Telescopic pole is entirely self-contained 
with no loose parts and no sections to screw together. It is a compact 52" non- 
conductive tool that extends to a maximum of 22 feet and is 2" in diameter. 


Gopher Pole Wire Installation Tool, 22' 
O7AX SOO Fre rces ree eenaines 1-9, $171.00 ea.; 10-up, $163.00 ea. 


Gopher Pole Replacement Tip, Hook/Skid 
O71 XSOB erie een en cee ere ee ee $10.50 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


CABLE INSTALLATION 
Labeling 


- same day shipping 
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Rhino 3000 
Label Maker Kit 


The Dymo RhinoPRO 3000 Label Maker prints up 
to two lines of five text sizes and displays one line 
of up to 13 characters on LCD display. Labeler 
comes pre-programmed with over 150 industry 
terms, 65 symbols and stores up to 25 custom 
labels. Use a variety of label casettes up to 4". 


Compact Thermal 
Label Maker Kit 


The Thomas & Betts compact handheld thermal label 
maker has a large back-lit LCD screen, user-friendly 
firmware and one-touch hot keys to access popular 
functions. Printer makes a 300 DPI resolution ther- 
mal transfer onto a variety of tapes from 4" - 1" 

and up to 30' in length with EZ-Peel liners. 


EZL_500-KIT Compact Handheld Thermal Label Maker Kit 


7g (0 Ll 1-5, $384.00 ea.; 6-up, $365.00 ea. 
EZL500 Compact Handheld Thermal Label Maker Only 
89 | 616) 1-5, $317.00 ea.; 6-up, $302.00 ea. 


_ Visit www.specialized.net for 
45 labels to choose from. 


Rhino 5000 
Label Maker Kit 


The Dymo RhinoPRO 5000 Label Maker prints up 
to four lines with five text sizes. Hot keys auto- 
matically format for cables, terminal blocks, patch 
panels, vertical and fixed length labels. Label 
printer includes 24 symbols, stores up to 8 custom 
labels and prints bar codes. 


Dymo Rhino 5000 Cable Label Maker, Hard Case Kit 
3D KOO varetcrssscsssesdeess 1-5, $209.00 ea.; 6-up, $199.00 ea. 


Dymo Rhino 5000 Cable Label Maker Only 
SES KORE Fat a eee 1-5, $159.00 ea.; 6-up, $152.00 ea. 


Visit www.specialized.net for 
14 labels to choose from. 


Handheld Thermal 
Labeling System 


The Brady TLS220 Handheld Thermal Labeling ee 
System delivers crisp, non-smearing labels. The i 
thermal transfer prints at 203-dpi resolution. 
Printer is adjustable for six different label widths 
up to 2” wide. Features include memory, banner 
printing and PC connectivity. Includes battery pack, 
charger, communications cable, 142 x 325 ribbon, 
test labels, cleaning card, quick start guide and 
manual in a hard case. 


TLS2200 Handheld Thermal Labeling System 
VASXS7S5 0... ccssccseseesnvanns 1-5, $790.00 ea.; 6-up, $767.00 ea. 


www.specialized.net 


Dymo Rhino 3000 Cable Label Maker, Hard Case Kit 


NSOAS SS ee secs aneskre 1-5, $149.00 ea.; 6-up, $142.00 ea. 


Dymo Rhino 3000 Cable Label Maker Only 
ASOXO Meee dee ree: hese 1-5, $99.50 ea.; 6-up, $95.00 ea. 


Visit www.specialized.net for 
45 labels to choose from. 


Rhino 6000 
Label Maker Kit 


The Dymo RhinoPRO 6000 Label Maker offers PC 
connectivity. Hot keys quickly format specific label 
types. Printer Stores over 1,000 custom labels, 
logos and graphics; offers over 250 industry terms 
and symbols and prints barcodes. Uses Dymo 
labels up to 1" wide. 


Dymo Rhino 6000 Cable Label Maker, Hard Case Kit 
ASOMIAZO Faiceersdenscces 1-5, $349.00 ea.; 6-up, $332.00 ea. 


Dymo Rhino 6OOO Cable Label Maker Only 
139K 110s ee 1-5, $249.00 ea.; 6-up, $237.00 ea. 


Visit www.specialized.net for 
71 labels to choose from. 


IDXPERT Cable 
Label Printer 


The Brady IDXPERT is the first handheld cartridge- 
based system that can print die-cut labels, self- 
laminating labels and sleeves as well as continuous 
tapes. Fast, clean 300-dpi thermal transfer printing 
stays crisp & bright. Print .06" to 1.25" characters 
including 82 symbols, plus bar codes in 11 fonts up to 
1.5" wide. Brady XPERT-ABC includes a 1.5" x 30' black 
on white tape, PC cable for upgrades only, cd with tutorials 
and hard carry case. 


XPERT-ABC Cable Label Printer, ABC Layout 
14 2XOOS ka hee. 1-5, $399.00 ea.; 6-up, $388.00 ea. 


SHOP SUPPLIES | 
Vacuums and Carts 
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Field Service Vacuum, 115V AC 


This 115 volt, versatile, ESD-safe field service vacuum from 3M reliably cleans toner from copy machines, 
printers, and almost anything else a field engineer might encounter. Its current-limiting features protect person- 
nel and sensitive electronic components from electrostatic discharge. Vacuum is continuous-duty rated and 
includes a self-storing vacuum hose assembly, wand and plastic crevice tool which drain away static, and a 
dusting brush/adapter, tubular nozzle and type 2 standard filter. 


599x990 Field Service Vacuum, 115V AC .......... 1-5, $280.00 ea.; 6-up, $266.00 ea. 
599X995 Type 1 Fine Particle Replacement Filter (HEPA Media)................:008 $29.00 ea. 
599X999 Type 2 Standard REeplaceMent Filter ...........:scccccccssssssscccsecersessttanseessesesenes 13.25 ea. 


DEWALT 


Wet/Dry Vac, Corded 
or Cordless Vacuum 


DataVac/1 
Pro Series 


Engineered to keep your computer, & a 
printers and other sensitive elec- & SN 
tronic equipment clean from dust and ’e 

other surface particles, it features all-steel 
construction and includes power unit, 19" flexible hose, crevice tool, air pin- 


This DeWalt heavy-duty cordless or corded wet/dry 
vacuum runs off a 12-18 volt battery pack or 


120 volts ac. High efficiency wet/dry filter traps <a 
99.7% of dust as small as 0.3 microns and rins- Ww~ em 

es Clean with water. Weighs 10'2 pounds, 2 gallon 

capacity, 5' heavy duty rubber hose, and drain port 


pointer, soft bristle dust brush, shoulder strap, 5 extra bags, and a four-piece 


on the tank. On-board storage for hose, cord, crevice and nozzle tools. 


micro cleaning kit for hard-to-reach spots. 


DataVac/1 Pro Portable Vacuum/Blower 


365X240 reir. oe 1-5, $79.50 ea.; 6-up, $76.00 ea. 
365X226 Std. Replacement Bags (5/pkQ)...........8 $ 4.00 ea. 
365X023 Foam-Filled Carry Case W/Tray ......cceee 70.00 ea. 


WESCO 


Industrial Products, inc 


ow? 


» 
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Superlite Truck 


Superlite folding hand truck by Wesco 
features space saving folding design, 
aluminum construction, non-marking 
shock absorbing rubber tread tires, 
and elastic straps. Has a 175 pound 
capacity, a 19" x 12" nose plate and 
7" xX 1%" wheel size. Extends to 42" 
x 19" x 19", folds to 29%" x 19” x 2" 
and weighs 8 pounds. 


040X050 

Superlite Truck, 175lb Capacity 
1-5, $149.00 ea. 

6-up, 142.00 ea. 


Telescoping Cart 


Clipper heavy-duty telescoping hand 
cart has 400 pound capacity, welded 
chrome plated steel base, 16" x 12%" 
load tray, and two 6" wheels with pre- 
cision ball bearings and steel hubs. 
Aluminum telescoping tubes extend 
to 50" x 162" x 19", also locking at 
41", and the cart closes to 25" x 
16%" x 6%". Weighs 16 pounds. 


433X077 

Telescope Cart, 400lb Capacity 
1-5, $155.00 ea. 

6-up, 148.00 ea. 


2-Gallon Wet/Dry, Corded/Cordless Vacuum 


394X113 ee ee 1-5, $151.00 ea.; 6-up, $144.00 ea. 
394X330 Standard Replacement Filter............... $ 27.00 ea. 
394X332 HEPA-Type Replacement Filter... 37.00 ea. 


395X906 XRP NiCd Battery Pack, 18 Volt... 124.00 ea. 


| \ ae 
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4-Wheel Hand Cart 


Telescoping hand cart by Remin has a 
300 pound capacity and rear platform 
with 3" swivel casters that folds down 
into a locked four wheel dolly. Made 
of chrome plated solid steel, has a 
push-button locking system, 6" roller 
bearing semi-pneumatic wheels and 
adjustable lock on attached elastic 
cords. Extends to 48", closes to 20%" 
x 16" x 7" and has a 15%" x 12%" 
base. Weighs 16 pounds. 


435X800 

4-Wheel Tele Cart, 300lb, Cap. 
1-5, $262.00 ea. 

6-up, 249.00 ea. 


2-Wheel Hand Cart 


This telescoping utility cart, by 
Clipper, has a 250 pound capacity, 
positive locking deck, stair glides and 
safety hooks with elastic security 
cord. Utility Cart opens to 42" x 17/2" 
x 221%", Closes to 25%" X 1742" x7", 
has a load tray of 14%" x 16" and 6" 
steel hub, ball bearing rubber wheels. 
Weighs 13 pounds. 


433X339 

2-Wheel Tele Cart, 250lb Cap. 
1-5 $67.50 ea. 

6-up, 64.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


Weller general-purpose heat gun is designed 

for applications such as encapsulation, reflow 
soldering, epoxy curing, shrink-film packaging, 
expanding frozen fasteners, hot-melt adhesive 
reflow and vinyl repairs. Heat Gun temperature 
reaches approximately 750°F to 800°F and has a 
stay-cool handle. 


Includes three-wire grounded plug, 6' cord set, 
suspension ring, shrink tubing reflectors, reducing 
baffle and precision reflector. 


094X575 
General-Purpose Heat Gun 
1-5, $137.00 ea.; 6-up, $131.00 ea. 


LiteBox Rechargeable 
Lantern System 


Hi-visibility yellow lantern system has a 8W high- 
intensity halogen bi-pin spot bulb which gives a 
spot light of 80,000 candela peak intensity and 
150 lumens for up to nine hours. Light features 
90° swivel head, high-impact ABS housing, rub- 
berized impact bumper, lens ring, cushioned grip 
handle, shoulder strap, mounting rack and AC/DC 
charging cord. 


765X400 
LiteBox Rechargeable Lantern System 
1-5, $180.00 ea.; 6-up, $171.00 ea. 


Titanium Task Lights 


SHOP SUPPLIES 


Double-Insulated 
Heat Gun Kits 


The 397X908 kit includes a variable-temperature 
heat gun. Rotate rear housing to select any tem- 
perature from 140° F to 1040° F. The 397X905 
kit features a dual-temperature heat gun with 
570° and 1000° F settings. Three-position rocker 
switch selects high, low or off. Comes with four 
nozzles in an impact-resistant case. 


397X905 
Dual-Temperature Heat Gun Kit 
1-5, $164.00 ea.; 6-up, $156.00 ea. 


397X908 
Variable-Temperature Heat Gun Kit 
1-5, $190.00 ea.; 6-up, $181.00 ea. 


Trident 
LED/Xenon Headlamp 


Headlamp features 3-position lighting by using 
three 100,000-hours life ultra-bright white LEDs 
and one xenon bulb positioned in the same 
reflector: one LED (9 lumens), one xenon bulb (12 
lumens), or three LEDs (24 lumens). Light runs 

up to 150 hours in single LED mode and features 
spot to flood focus, 90° tilting head, elastic head 
strap and rubber hard hat strap. Powered by three 
AAA batteries (included). 


765X610 
Trident LED/Xenon Headlamp 
1-11, $32.50 ea.; 12-up, $31.00 ea. 


@ MAGLITE 
Maglite Flashlights 


Lights and Heat Guns 


Color-Coded 
Heat Tubing 


Kit includes 86, six-inch 
pieces of multi-colored 
polyolefin tubing ranging 
from “c" to 1" wide. Colors are black, clear, blue, 
yellow, red, green and white. Designed with a 2:1 
shrink ratio and rated to 600 volt max. 


272X140 
86-Pc Color-Coded Heat Shrink 
1-5, $47.00 ea.; 6-up, $45.00 ea. 


102-Pc Heat 
Shrink Tubing 


3M FP-301 kit contains 102 
black, multipurpose, flex- 
ible polyolefin 6" tubes in an 
assortment of widths ranging 
from %«' to 1". Rated for 275°F/135°C continu- 
Ous operation. 


599X081 
102-Pc Heat Shrink Tubing 
1-5, $68.50 ea.; 6-up, $65.50 ea. 


Stinger Rechargeable 
AC/DC Flashlight 


Machined aluminum flashlight that’s UL listed 
Class |, Il, Division 2. Light has a 3.6V Ni-cad 
battery with an hour of continuous use and 
recharges up to 1000 times, a 30 hour life xenon 
gas-filled bi-pin bulb with 15,000 candela and 
125 lumens, a variable spot to flood beam, spare 
bulb in tailcap and compact AC and DC snap-in 
chargers. Weighs 10 oz. and is 7/2" long. 


765X720 
Stinger Rechargeable AC/DC Flashlight 
1-5, $143.00 ea.; 6-up, $136.00 ea. 


Mini Maglite 2-cell AA flashlight comes in a black presentation box, weighs 4 
ounces, is 5%" long and converts quickly to a free standing candle mode. 


Streamlight’s 765X512 features a 3.6V high intensity xenon bulb and 3 ultra- 
bright white 100,000 hour life LEDs. Functions in 2 modes: with 3 LEDs at 30 
lumens for 80 hours or with a xenon bulb at 29 lumens for 2.6 hours. 


The 765X535 is a C4 Power LED that's 3X brighter than other LEDs. Powered 
by three AA alkaline batteries, the light has a peak beam intensity of 1600 
candela, 95 lumens and a 16 hour run time. Each water resistant task light is 
made of anodized aluminum, has a knurled grip and wrist lanyard. 


Xenon/LED 3-Cell AA Flashlight 


ARSED ED Dae ohruetinnteritcenaioreanees 1-11, $37.00 ea.; 12-up, $35.50 ea. 


Titanium Task Lt. LED 3-Cell AA 


7M ots) eo Bo Ls ere eee eee Te 1-11, $56.00 ea.; 12-up, $53.50 ea. 


www.specialized.net 


Maglite 2-cell D flashlight weighs 24 0z., is 10" long and features a high inten- 
sity white star krypton gas lamp for enhanced brilliance and extended range. 


Maglite Rechargeable Flashlight System includes high-intensity halogen 
lamp and 3-position rotary switch. It comes with ac/dc charging cradle, 1/2D 
rechargeable battery stick, 12V and 110V power cords and mounting brackets. 


Mini Maglite 2-Cell AA Flashlight 


AOOXBOO Fics ssnewenniansss 1-11, $14.50 ea.; 12-up, $14.00 ea. 


Maglite 2-Cell D Flashlight 


Z5OX625 22 oi 1-11, $26.50 ea.; 12-up, $25.50 ea. 


Maglite Rechargeable Flashlight System 


MDOXGOO Recs cnc: 1-11, $141.00 ea.; 12-up, $134.00 ea. 
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Safety Equipment 


Heavy-Duty 
Work Umbrellas 


Non-conductive Pop 'n' Work umbrella provides 
low-cost, easy-to-use weather protection for 
field technicians and service personnel. The 
non-conductive, umbrella is 78" in diameter 
while the standard umbrella is 84". Both are 
made of high-visibility yellow vinyl with 
fiberglass ribs. Non-conductive umbrella has 
an 86" pointed hardwood center pole and the 
standard umbrella has a two-part, 92" pointed 
aluminum center pole. Provide improved UV 
(90% of UV rays) and dielectric protection. Includes 
fluorescent yellow protective storage sleeve. 


| 
1 


Non-Conductive Umbrella w/Wood Pole 
883X788 Se eee $248.00 ea. 


Standard Umbrella, Aluminum Pole 
883X849 a eee $186.00 ea. 


Flywear™ Safety Glasses 


Flywear safety glasses have dual-aspheric lenses 
for prescription-quality vision and have an anti-fog 
hard coat for protection against chemicals. They 
feature sport-grip temples and lightweight frames 
that weigh less than an ounce. They comply with 
ANSI Z87.1-2003 and CSA 294.3 standards. 


756X120 
Flywear Safety Glasses, Black, Clear Lens 
1-11, $6.50 ea.; 12-up, $6.25 ea. 


756X121 
Flywear Safety Glasses, Black, Gray Lens 
1-11, $7.25 ea.; 12-up, $7.00 ea. 


— 
Semi-Aural 
Hearing Protector 


The EARFlex 28 semi-aural hearing protector pro- 
vides superior protection, a NRR of 28 dB. Plugs 
have tapered tips made from hybrid foam, and 
they pivot, making them less likely to dislodge. 
The plugs are attached to a flexible bright orange 
band for added safety and comfort. Ten per carton. 
Replacement pods sold separately. 


756X320 
Semi-Aural Hearing Protector, 10/Carton 
1-5, $46.00 ea.; 6-up, $44.00 ea. 


Work Pop-Up Tents 


Pop 'n' Work pop up tents keep rain, snow, 
wind and sun out of field technician and 
service personnel work areas. Pop up 
tents boast 30-second set up and are 
constructed of a fiberglass frame and a 
combination of fluorescent yellow, white 
and light gray polyester to minimize light 
distortion. Two-door work tents feature / i 
a urethane coating for UV and flame f 
resistance, vent port and vent window. 

6' x 6' tent measures 69" at the door and 


80" at the peak. 8' x 8' tent measure 72" at the door 


and 92" at the peak. 
6' x 6' Pop-Up Work Tent 


BB3X1OG Bin. Fieindess secscetenceuteaten veneercesens eaveneeeries 


8' x 8' Pop-Up Work Tent 


BE3X1BSG oo esc caeascneete eee erate teeter te 


Radica™ Safety Glasses 


Radica Safety Glasses have full-coverage lenses 
which are vented, anti-fog, absorb 99.9% of UV 
rays and have a three-position angle adjustment. 
They feature soft temple tips and a soft vented 
brow guard for comfort, and comply with ANSI 
Z87.1-2003 standard. 


756X130 
Radica Safety Glasses, Wrap Lens, Clear 
1-11, $6.75 ea.; 12-up, $6.50 ea. 


756X132 
Radica Safety Glasses, Wrap Lens, Gray 
1-11, $7.50 ea.; 12-up, $7.25 ea. 


AoSafety. he 
oe ad 


Dual-End 
Combat Arms Earplugs 


These dual-end yellow-green combat arms 
earplugs meet critical protection needs. Yellow 
plug allows low level sounds to be heard clearly 
while loud impulse noises are suppressed to a 
safer level. The green plug, NRR of 22 dB, provides 
steady protection from high-level sound sources, 
85 dB and up, but will also block ambient sounds. 


756X330 
Dual-End Combat Arms Earplugs 
1-11, $11.75 ea.; 12-up, $11.25 ea. 


visiaddelndivaetinatieniee te $716.00 ea. 


cithantia bei auth tent ee $958.00 ea. 


Xs 


Light Vision” Safety Glasses 


Light Vision™ Safety Glasses have LED lights 
mounted on each temple providing ultra-bright 
beams that swivel for directional convenience. 
They feature impact resistant polycarbonate 
lenses with anti-fog coating, wrap-around design, 
soft rubber temples and nose pads, plus battery 
life of up to 50 hours. They include microfiber 
storage bag and lanyard and comply with ANSI 
Z87.1-2003 standards. 


756X156 
Light Vision Safety Glasses 
1-11, $14.25 ea.; 12-up, $13.75 ea. 


Deerskin 
Work Gloves 


Made from premium 
deerskin, the leather is 

a natural light tan color 
and the gloves are soft and 
form-fitting for maximum comfort. They are Gunn 
cut with seams away from wear surfaces, have an 
inseam index finger and shirred elastic wrist-back. 


O60X826 
Medium Deerskin Work Gloves 
1-11, $30.50 ea.; 12-up, $29.00 ea. 


O60X827 
Large Deerskin Work Gloves 
1-11, $30.50 ea.; 12-up, $29.00 ea. 


FFRREE Ground Shipping on Web Orders Until December 31, 2009! 


SHOP SUPPLIES 


same day shipping Static Control 
Metal Wrist Straps 


ESD adjustable metal wrist straps no-pinch design are made of medical grade stainless steel. Include adjustable metal 
band, 4mm snap fastener, date code for traceability and ground coil cord. 029X072 and 029X074 Jewel® straps also 
include MagSnap, magnetic connection between wristband and coil, and 1M 2 resistor. 


029X010 Std. Metal Wrist Strap with Snap, 6' Cord........ 1-10, $32.50 ea.; 11-up, $31.00 ea. 
O29X072 Jewel® Metal Strap w/MagSnap, 6' Cord........ 1-10, 36.75 ea.; 11-up, 35.00 ea. 
029X074 Jewel® Metal Strap w/MagSnap, 12' Cord....... 1-10, 40.00 ea.; 11-up, 38.00 ea. 


029X054 Replacement Std. Metal Wrist Strap... 1-10, $20.75 ea.; 11-up, $19.75 ea. 
O29X070 Replacement Jewel® Metal Wrist Strap ........... 1-10, 19.75 ea.; 11-up, 19.00 ea. 


DESCO 


ee 


Elastic Wrist Straps 


ESD adjustable wrist straps are made of extra wide elastic with silver impregnated polypropylene knit and 300 series stain- 
less steel parts for superior conductivity. Include adjustable band with 4 mm snap, date code for traceability and ground 
cord. Jewel® straps also include MagSnap, magnetic connection between wristband and coil, and 1M Q2 resistor. 


O29X000 Std. Adj. Elastic Wrist Strap, 12' Cord, Blue...... 1-10, $21.00 ea.; 11-up, $20.00 ea. 
O29X005 Sid. Adj. Elastic Wrist Strap, 6' Cord, Blue........ 1-10, 19.25 ea.; 11-up, 18.50 ea. 
O29X066 Jewel*Adj. Strap w/MagSnap, 6' Cord, Onyx......1-10, 27.00 ea.; 11-up, 26.00 ea. 
O29X068 Jewel®Adj. Strap w/MagSnap, 12' Cord, Onyx....... 1-10, 30.25 ea.; 11-up, 29.00 ea. 


029X048 Replacement Std. Adj. Elastic Wrist Strap........ 1-20, $ 7.50 ea.; 21-up, $7.25 ea. 
O29X064 Replacement Jewel Adj. Wrist Strap... 1-10, 10.00 ea.; 11-up, 9.50 ea. 


Foot Grounders 


ESD Adjustable Foot Heel Grounders provide a continuous ground path between operator and ESD protected flooring. Heel 
grounder is made of two-layer rubber composite sole material, lining prevents carbon marks on shoes. Has 1 MQ2 resistor. 


Three-layer reversible heel grounder is made of two static dissipative rubber layers (one grained), yellow for high-visibility, 
and a black conductive inner layer. No carbons are used making this ideal for clean rooms. 


029X165 Adj. Foot Ground Heel Strap w/1 MQ Resistor ...1-10, $ 9.75 ea.; 11-up, $ 9.50 ea. 
029X172 3-Layer Rev. Heel Grounder, No Resistor .......... 1-10, 12.00 ea.; 11-up, 11.50 ea. 
029X174 3-Layer Rev. Heel Grounder w/1 MQ Resistor ...1-10, 13.25 ea.; 11-up, 12.75 ea. 


Statfree Static 
: Dissipative Mat Kits 
Desco Statfree T2 static dissipative rubber mat is 
029x086 a dual purpose matting material constructed of a 


dissipative layer and a slip-resistant conductive layer. 


Work Surface Grounders Features resistance to heat, abrasion and chemicals. 
Statfree B2 mattop vinyl table mat provides a work 
surface where electrostatic charges are limited and 


ESD common ground cord can be used to ground 
all mats with a 10mm stud snap. 


removes charges from all conductors that are placed on DESCO 
ESD Dual Wrist Strap Ground mounts under the the surface. Abrasion-resistant ESD Mat provides consis- 
front edge ofa workstation. Wrist straps or carts tent electrical performance regardless of ambient humidity. 
ena Jack grounding points. Kits include 15' common ground (10 mm stud) with resistor and 10 mm customer installed universal snap kit. 
ls Cord No Resistor O29X606 172 Kit, Blue Rubber, 2'« 3! oe. 1-5, $80.00 ea.; 6-up, $76.00 ea. 
1-10, $16.50 ea.; 11-up, $15.75 ea. 029X608 172 Kit, Blue Rubber, 2' x 4 es 1-5, 99.00 ea.; 6-up, 94.50 ea. 

’ : 029X610 72 Kit, Grey Rubber, 2'X Shee 1-5, 80.00 ea.; 6-up, 76.00 ea. 
029X082 O29X612 72 Kit, Grey Rubber, 2' x 4 ees 1-5, 99.00 ea.; G-up, 94.50 ea. 
Dual Bench Mount, No Resistor 029X614 B2 Kit, Dk. Blue Vinyl, 2° x So. 1-5, 38.00 ea.; 6-up, 36.50 ea. 
1-5, $17.75 ea.; 6-up, $17.00 ea. O29X616 B2 Kit, Dk. Blue Vinyl, 2' x 4 os 1-5, 50.75 ea.; 6-up, 48.50 ea. 


DESCO Static-Control Field Service Kit 

pene nuous Anti-static field service kit is an effective personnel grounding 
ol MEAD system ideal for protecting static-sensitive components and 

Monitor circuit boards from the damaging effects of ESD. Provides 


Static shielding from charges on floors and work sur- 
faces. Includes 24" x 24" mat with two 8" x 12" pockets, 
12-foot ground cord, 12-foot coiled cord with banana/alliga- 
tor plug, post snap and 1-MQ2 resistor, bull clip and adjustable blue 


ESD continuous workstation monitor eliminates 
periodic testing on individual workstations. Au- 
dible alarm and visual LED alerts user of failure. 


029X186 cloth wrist band. 
Continuous Workstation Monitor, 120V 
1-5, $130.00 ea.; 6-up, $124.00 ea. 606X375 Static-Control Field Service Kit .......... 1-9, $50.50 ea.; 10-up, $48.00 ea. 
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CASES 


Shipping www.specialized.net 


STORM CASE 


Hardigg Storm Cases 


Hardigg Storm Cases are an ideal solution 

for transporting delicate equipment under the 
toughest conditions. Storm Cases are manu- 
factured of a lightweight HPX high-performance 
resin making them watertight, airtight and virtu- 
ally unbreakable. Multilayer cubed foam makes 
customization easy. Features include telescoping 
handle, rugged in-line wheels, a Vortex pressure 
release valve, molded-in hasps for standard-sized 
padlocks and press & pull latches. 


BLACK Hardigg Foam YELLOW Hardigg Foam 


Wheeled Storm Cases Price each Wheeled Storm Cases Price each 
Stock No. Dimensions 1-5 6-up Stock No. Dimensions 1-5 6-up 
650X740 PXOWSy >< qlee Se $183.00 | $174.00 650X744 POWS? <a er Nez” $183.00 | $174.00 


650X760 22, Op xGOn x8: On 188.00 179.00 650X764 
650X770 ALORA Om aon 243.00 231.00 650X774 
650X780 2210 PX Ome el Zee 264.00 251.00 650X784 
650X790 PLEO SK 1kS HO} S11 OHS” 275.00} 262.00 650X794 
650X875 20.0" x 14.0" x 10.0" 195.00 186.00 650X880 
650X890 22:9 X21. X 11.45 278.00 |} 265.00 650X895 


PMO NCU AO SesOy 
PEZIOY Xe NHL Oe Xe WOH Oy 
LPO XK WAOE 26 WT 
2910 X 18: On xXaOiSe 
20.0" x 14.0" x 10.0" 
2 ROB Xee Nile XS Nile Ae 


188.00 
243.00 
264.00 
275.00 
195.00 
278.00 


179.00 
231.00 
251.00 
262.00 
186.00 
265.00 


For more information 


PELICAN 


Pelican Full-Foam Cases 


Pelican Cases offer the highest degree of protection for valuable and sensitive 
equipment. Watertight, crushproof, chemical resistant and dust proof construc- 
tion combined with an Automatic Pressure Equalization Valve defines each 
Pelican case. Many rugged features, including stainless steel hardware/pad- 
lock protectors, heavy-duty handle and easy open double-throw latches, make 
Pelican Cases the industry-standard for shipping valuable equipment. 


Pelican Full Foam Cases Price each Pelican Full Foam Cases Price each 


Stock No. Dimensions 2-up 


Stock No. Dimensions 2-up 


540X110 | C20 eX 45/5 exo OGr $32.00 | $30.50 540X145 146 2—xXdO18x O00; $121.00 | $115.00 
540X115 | 8.18" X5.68" x 3.627 37.50 36.00 540X150 16/55 Xa mx Ome 140.00 133.00 
540X120 OIZOr xX flee alee 52.00 49.50 540X152 10,06, X12. SOs x<OwrZs 153.00 146.00 
540X125 | Noi 7 -OOs x Ome 61.50 58.50 540X155 18.43" x 14.00" x 7.62" 174.00 166.00 
540X140 | 1 81" ishial’ >.< ks 94.50 90.00 540X160 | 2VASHX 16. SOR Kao a 205.00 195.00 


CASES 


Cases 


same day shipping 


Tool Cases 
e Attache-Style Cases 


e Backpack Cases 
e¢ Soft-Sides Cases 


isit www.specia 


¢e Economy Instrument Cases 
e Standard Instrument Cases 
e Padded Equipment Cases 


Visit www.speciali et for 


71 models to choose from. 


e Attache-Style Cases 
e Military-Style Cases 
e Watertight Transit Cases 


ee 


345 models to choose from. 


e Attache-Style Cases 
¢ Military-Style Cases 
¢ Watertight Transit Cases 


Visit for 
389 models to choose from. | 


SPC Custom-Configured Cases 


We can easily and quickly create a custom instrument or 
transport case uniquely configured to your exact requirements 
to protect your valuable tools and equipment. We offer hun- 
dreds of possible case styles, many foam options and minimal 
initial quantities — all at a very affordable cost. Our customer 
service representatives are ready to work with you to create 
exactly the case you need. 


www.specialized.net 


TOOLKITS 


Field Engineer www.specialized.net 


< 


For more information 
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Field Technician 
Service Tool Kit 
SPC170BP-04 w/Fluke 117 DMM 


Specialized Products SPC170BP-04 Field Technician 
Service Tool Kit conveniently organizes a huge selection 
of fastening tools in our exclusive backpack tool case. 
Backpack Tool Kit includes allen-hex and nut drivers 
(inch and metric), crimpers, pliers/cutters, wire strippers 
and more. 


Supplied in a rugged, weather-resistant backpack case (available separately) 
with an assortment of web-type pockets for maximum flexibility. Includes 
Fluke 117 DMM. 


Field Technician Service Tool Kit w/Fluke 117 True RMS DMM 
SPC170BP-04.. 1-5, $757.00 ea.; 6-up, $724.00 ea. 


Backpack-Type Tool Case, Black (No tools) 
082X792 1-5, $160.00 ea.; 6-up, $152.00 ea. 


More SPC170BP Case Options Available Online 


Mami 
oe 


Soho. Ti ae l “4 = 
Attache Cases with Wheels, Attaché-Style Cases, Backpack 
Cases, Contractor Bags, Mil-Style Cases, Soft-Sided Cases, 
Too! Belts and Pouches, Tool Boxes 


( 


SPC170BP 


The standard SPC170BP Field Technician 
Service Tool Kit. Supplied in a winged 
backpack tool case. DMM not included. 


Field Technician Service Tool Kit | www .specialized.net 
SPC170BP 1-5, $571.00 ea.; 6-up, $543.00 ea. 

| 6.5" Tongue and Groove Pliers 10- to 22-AWG Crimp Tool 3 Phillips Screwdrivers #0, #1, #2 | 16-26 AWG Stranded T-Stripper 

| 6" Slip Joint Plier | Electrician’s Scissors 13-Piece Balldriver Set 8-16 AWG Stranded T-Stripper 

Combo Ratchet Scrwdrvr 4" Blade Extension 9-Piece Balldriver Set Battery/ Alternator Tester 

| 6" Long Nose Plier w/ Cutter | Regular Tool Handle 3%" Two-Blade Electrician’s Knife | 2 Wide-Capacity Adj. Wrench w/Cushion Grip 2", 1%" 

| 5" Plier w/ Diagonal Flush Cutter 2 Screwdriver Blades 4", Ac" Alkaline "AA" Battery 2/pkg Double Ended Screwstarter for Slotted and Phillips Screws 

| 5" Diagonal Cutter w/ Strip Notches_ | Phillips Blades #1, #2 Point | 2-AA Industrial Flashlight 8 Nutdriver Blades 4, 5, 6, 7, 8, 9, 10,11 mm 

| Power-Return Rule 12' X %' Slot Screwdriver, 72" X 4' Vice-Grip 6 Inch Long Nose-Type 9 Nutdriver Blades %6", 2", 4", %2", Ae", V2", ¥", Ae", Va" 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TOOL KITS 


Technician 


same day shipping 


Ultimate PC Repair Tool Kit 
SPC118C-04 w/Fluke 117 DMM 


Our SPC118C-04 Tool Kit is designed for installing and maintaining 
PC-based equipment. It features essential tools for workstation and 
data center repairs including inter-changeable blade screwdrivers, 

torx & hex drivers, precision screwdrivers, ball-end hex drivers 
(standard & metric), wire strippers, pliers and more. Complete 
12-Ib kit is supplied in a compact and lightweight zip- 
pered tool case that measures 18.25" x 11.25" x 
3" 0.D. (available separately). Option -04 comes 

with a Fluke 117 DMM. 


SPC118C-04 
Ultimate PC Repair Tool Kit with Fluke 117 DMM 
1-5, $595.00 ea.; 6-up, $570.00 ea. 


SPC118C 


The standard SPC118C 
Ultimate PC Repair Tool Kit is supplied in a com- 
pact zippered tool case. DMM not included. 


082X820 SPC118C 
Soft-Sided 1-Section Zippered Tool Case Ultimate PC Repair Tool Kit 
1-5, $83.00 ea.; 6-up, $79.00 ea. 1-5, $409.00 ea.; 6-up, $389.00 ea. 


SPC118C SERIES TOOLS LIST 
Cable Ties, 10/pkg 


3 Nutdriver Blades %e", 4", Ae" Duplex Alignment Tool 


6.5" Tongue and Groove Pliers Std. Magnetic Bit Holder, 4" DR 


6" Slip Joint Plier Label Marker, 4" 2 Slotted Blades 2", 4" 13-Pc Balldriver Set Screen Prep, 1ea. 


Wrist Strap with 6' Cord Velcro Grip Ties 2 Phillips Blade #1, #2 9-Pc Balldriver Set 16-26 AWG Stranded T-Stripper 


Dbl. Screwstarter, Slot/Phillips 2 Torx Blade #10, #15 7-Pc Precision Screwdriver Set Wire Cutter 


4" Serrated Long Nose Plier 


Diagonal Cutting Plier Pick-Up Tool Slot Screwdriver 1.5X40mm Universal Office KeyCap Puller Stat-gard Grounding Plug 


4" Blade Extension Slot Screwdriver 2.5X50MM Alkaline "AA" Battery 2/pkg. 3.6V 3-Pos. Pivoting Screwdriver 


Junior Hand-Tool Handle Phillips Screwdriver #00-PT 


Screwdriver with Phillips 


Quick Point Knife w/Snap Blade Fine Point Black Sharpie 


Basic Site 
Maintenance Tool Kit 
SPC230B-04 w/Fluke 117 DMM 


The SPC230B-04 Tool Kit is a general-purpose repair kit for the 
office or home. This universal Tool Kit features the most popular 
essentials including a selection of screwdrivers (both slot and 
Phillips), pliers, cutters, wire strippers, an adjustable wrench, 
combination wrench set, a tape measure, hammer, magnetic 
screwdriver w/ bits and a genuine mini Maglite. Complete 5-Ib kit 
is supplied in a compact zippered tool case that measures 
14.25" x 11" x 3.25" 0.D. (also available separately). 
Option -04 comes complete with a Fluke 117 DMM. SPC230B 
The SPC230 standard 
Site Maintenance Tool Kit is supplied in a com- 
pact zippered tool case. DMM not included. 


SPC230B-04 w/DMM 
Basic Site Maintenance Kit w/117 DMM 
1-5, $470.00 ea.; 6-up, $451.00 ea. 


O82x869 
Soft-Sided 1-Section Zipper Tool Case 
1-5, $82.00 ea.; 6-up, $78.00 ea. 


SPC230B 
Standard Site Maintenance Tool Kit 
1-5, $284.00 ea.; 6-up $270.00 ea. 


SPC230B SERIES TOOLS LIST 


6" Slip Joint Plier 407. Ball Peen Hammer 5%" x %2" Slot Screwdriver 

'%e" Wide-Capacity Adjustable Wrench with Cushion Grip | Screwstarter for Slot/Phillips 2 Phillips Screwdrivers #1, #2 

6" Std. Long-Nose Plier w/Side Cutters 5" Oval Head Diagonal Cutter 5 Combination Wrenches, %", As", Y2",%6', 4" 
Power-Return Rule 12' X %" Magnetic Screwdriver Set 10-18 AWG Single T-Stripper 

Low-Cost Splicer's Snips #0 Phillips Screwdriver w/Clip Mini Mag-Lite AAA 

Retractable Utility Knife 2 Slot Screwdrivers 5%", 8%" 
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Deluxe Professional Field Service Kit 
SPC82R-01 w/Fluke 177 DMM 


The SPC82R-01 Tool Kit is our most popular field engineer kit. Our versatile tool se- 
lection is designed to meet the needs of every engineer working with a wide variety 

of electronic equipment. The brand-name tool sets and multi-purpose tools that are 
included can be utilized across multiple industries. This Ultimate Field Service Tool 

Kit features cushion grip screwdrivers (both slot and Phillips), cushion grip nutdrivers, 
a Leatherman Fuse multi-tool, a standard miniature wrench set, torx set, precision 
screwdriver set, pliers/cutters, a flashlight and many more of our most requested, 
high-quality tools. Complete 24-Ib kit is supplied in a heavy duty roto-classic case that 
measures 17.75" X 12.75" x 5" (available separately). Option -01 comes with a Fluke 
177 DMM. Additional case styles available. 


Deluxe Professional Field Service Kit with Fluke 177 DMM 
SPC82R-01.................. 1-5, $938.00 ea.; 6-up, $897.00 ea. 


Attache-Type Roto-Classic Too! Case Only 
082X396 .....1-5, $195.00 ea.; 6-up, $186.00 ea. 


For more information 
www.specialized.net 


More SPC82R Case Options Available Online 


oe | pls a! ot ; 
SPC82R “Attaché Cases with Wheels, Attaché-Style Cases, Backpack 
The standard SPC82R Deluxe Profes- 
sional Field Service Tool Kit. Supplied 
in a deep roto-classic tool case. DMM 


Cases, Contractor Bags, Mil-Style Cases, Soft-Sided Cases, 
| Tool Belts and Pouches, Tool Boxes 


not included. 
Deluxe Professional Field Service Tool Kit www.specialized.net 
SPCS8OR ............... 1-5, $691.00 ea.; 6-up, $657.00 ea. 


SPC82R SERIES TOOLS LIST 


"“ Wide-Capacity CG Adj. Wrench 5" Diagonal Cutter Plier Machinist Scribe Two-Cell AA-Size Flashlight 
1%" Wide-Capacity CG Adj. Wrench 5" Cutter with Strip Notch 4-02. Ball Peen Hammer Break-Resistant Wire Spudger 
10" Utility Plier ’e" X 4" Cushion Grip Screwdriver Large Round Mirror Duplex Aligner Tool 
Yea" Center Punch 3 CG Screwdrivers 7%", 8'V%2", 10's" Standard Precision Knife Midget Open-End Wrench Set 
2 Pin Punches As", /" #2 Stubby Phillips Cushion Grip Multi-Function Knife, "Fuse" Ergonomic Electrician’s D-Snips 
Stainless Steel Ruler 6" 2 Phillips Screwdrivers #1, #2 Torx Fold-up Tool 16-26 AWG Stranded T-Stripper 
Self-Closing Tweezer 5 CG Nutdrivers “As", 2", %2", As", V2" 13-Piece Balldriver Set 

| 10" Screw-Holding Screwdriver 3" x 8" Power-Return Rule 12' x %" Slot/Phillips Screwdriver Set 
6" Std. Long-Nose Plier with Side Cutters | Klein, 10- to 22-AWG Crimp Tool Alkaline "AA" Battery 2/pkg 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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same day shipping 


PowerPlay 

Voice and 
Basic Workstation Data Tool Kit 
PC Repair Tool Kit PTK540 


SPC620 


Specialized Products’ SPC620 
Workstation PC Repair Tool Kit is 
a compact complement of tools 


PTK540 PowerPlay Voice and 
Data Pouch Kit provides the 
basic essentials to maintain 
telecom and datacom networks. 


designed to perform typical The six-piece tool combination is organized in a 
maintenance and installation multi-pocket ballistic nylon pouch with easy-re- 
of computer peripherals in a workstation and LAN environment. Basic PC Tool Kit includes pliers/cutters, lease velcro loop for fastening over your tool belt. 


wrenches, a bitload screwdriver for a variety of fastening needs and other tools. Supplied in a durable, 


: : : PTK540 
water-resistant, blue zippered tool bag (available separately). PowerPlay Voice and Data Tool Kit 
Basic Workstation PC Repair Tool Kit 1-5, $254.00 ea.; 6-up, $242.00 ea. 
ee ccc ca ccseeesicanesesssccsncssccesescsonceoneesess 1-5, $185.00 ea.; 6-up, $176.00 ea. 
040X840 
Cordura Mechanic’s Tool Bag, Navy Multi-Pocket Tool Pouch with Belt Loop 
SR CMe ony isis. sescesssesesvassvesivecvecedecevsvccessoseeses 1-11, $23.00 ea.; 12-up, $22.00 ea. 1-11, $29.00 ea.; 12-up, $28.00 ea. 


SPC620 TOOLS LIST PTK540 TOOLS LIST 


Slip Joint Plier, 6" Mechanics Tool Bag, Navy Electrician's Knife, 3.5" Data Sure Strip 
Long Nose w/Cutter 6" Adjustable Wrench, 6" 2 AA Industrial Flashlight PT540 PowerPlay Multi-Tool 
Cutter w/Strip Notch 5" Fold-Up Hex Set, Std/Met T6 Stripper (45-1829) Fine Point Black Sharpie 
Tape Measure, 12' X 5/8" Slot Screwdriver, 2.5x50mm Cat-5 / RJ-11 Jack Tester Ergonomic Electrician's D-Snips 
Bitload Screwdriver, Stainless Screwdriver, #0 X 50mm XC Batt/Alternator Tester CAT 5/Coax Tester 

Mini Mag-Lite AA 


SPC309 


The standard SPC309 PC 
Workstation Repair Tool Kit. Supplied in a minia- 
ture blue zippered tool case. DMM not included. 


Workstation 
Repair Tool Kit 
SPC309-07 w/DMM 


SPC309-07 Tool Kit is designed for technician-level users to make basic PC and workstation repairs. SPC309 

Includes standard interchangeable blade screwdriver, nutdriver and Torx blades, precision soldering iron, PC Workstation Repair Tool Kit 

key caps puller, pliers, cutters, gender changers and much more. Supplied in a miniature blue zippered 1-5, $212.00 ea.; 6-up $202.00 ea. 
tool case (available separately). Includes Extech 381676 Pen DMM with Logic Test. BaSvain 

PC Workstation Repair Tool Kit with Extech Pen DMM Soft-Sided, Compact Zipper Tool Case 
Bea eS) =O) Se a in i cer Pe es A, 1-5, $251.00 ea.; 6-up, $241.00 ea. 1-5, $51.00 ea.; 6-up, $48.50 ea. 


SPC309 SERIES TOOLS LIST 
IT-18R-10 Cable Ties, 10/Pkg 


6.5" Tongue and Groove Pliers Junior Hand-Tool Handle Adjustable Stripper Desolder Braid, Green 5' 


Dbl. End Scrwstrt, Slot/Phillips He", Ys", Ae" Nutdriver Blade Univsl. Office KeyCap Puller F-to-F Gender Changer 


8pc Fold Out Hex Set (.050-%2) 


Ys" Slotted Blade Disposable Penlight M-to-M Gender Changer 


Soldering Iron 25W, 3-Wire 


Serrated Long Nose Plier 


Diagonal Cutting Plier Standard Precision Knife #1 Phillips Blade Duplex Aligner Tool 


Screen Prep Pad, 1pk 


Jewelers Screwdriver 4" Blade Extension Torx Blade #10, #15 
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Basic Telco Installer Tool Kit 
SPC222CB-92 w/117 DMM & Test Set 


Our SPC222CB-92 Tool Kit includes the essential tools for installing and 
maintaining standard voice & data networks. The Kit consists of key telecom 
tools such as a 66/110 punchdown tool, tone generator and probe, 22/24 
AWG wrap/unwrap tool, bradley-type 22/24-AWG cable stripper, electrician's 
scissors, a lamp extractor and fastening tools. Complete 9-Ib kit is supplied 
in a single-zippered tool case that measures 14.25" x 10.5" x 3.75" I.D. 
(available separately). Option -92 comes with the Fluke 117 DMM & TS30 
Test Set. Additional case styles available. 


Basic Telco Installer Tool Kit with All Options 
SPC222CB-92 .....1-5, $907.00 ea.; 6-up, $871.00 ea. 


Soft-Sided, 1-Section Zipper Tools Case Only (No Tools) 
O82X85 1 kere 1-5, $82.00 ea.; 6-up, $78.00 ea. 


SPC222CB-10 SPC222CB-04 SPC222CB 
w/Test Set w/117 DMM 
The standard 
Includes all of the tools Includes all of the tools SPC222CB Kit. Supplied 
in the SPC222CB plus in the SPC222CB plus in a lightweight tool 
a Fluke Networks a Fluke 117 True case. DMM & Test Set 
TS30 Test Set. RMS DMM. not included. 
SPC222CB-10 SPC222CB-04 SPC222CB 
Basic Telco Installer Tool Kit w/TS30 Basic Telco Installer Tool Kit w/Fluke 117 Basic Telco Installer Tool Kit 


1-5, $721.00 ea.; 6-up, $690.00 ea. 1-5, $696.00 ea.; 6-up, $666.00 ea. 1-5, $510.00 ea.; 6-up, $485.00 ea. 


SPC222CB SERIES TOOLS LIST 7 


'%e' CG Wide-Capacity Adj. Wrench Regular Tool Handle 22/24 AWG Reversible Tool 
Pro3000 Analog Probe & Tone Generator “", %s' Nutdriver Blades Release Tool 
Lamp Extractor Tool %", Ys" Slotted Blades D814 Tool w/ 66 Blade 

| 6" Std. Long-Nose Plier w/Side Cutters #1, #2 Phillips Blades 22/24 AWG Wire Stripper 
5" Cutter with Strip Notch #0 Phillips Screwdriver w/Clip 

| Low-Cost Splicer's Snips 4%" x %2" Slot Screwdriver 


FREE Ground Shipping on Web Orders Until December 31, 2009! 
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LAN/Telecom Premise Kit 
SPC325R-01 w/Fluke 177 DMM 


‘Specialized Products’ SPC325R-01 LAN / Telecom Premise Wiring Tool Kit with Fluke 
177 DMM features a full assortment of installation and maintenance tools designed for 
typical premise wiring requirements of today's high speed LAN’s. This comprehensive 
kit offers a selection of screwdrivers, hex, torx and nut drivers, pliers, a tone and 

probe generator and much more. Supplied in a heavy-duty 5" deep roto-classic case 
(available separately). 


LAN/Telecom Premise Kit with Fluke 177 DMM 
SPC325R-01..000000.... 1-5, $1033.00 ea.; 6-up, $987.00 ea. 


Attache-Type Roto-Classic Tool Case Only 
O82X320................ 1-5, $190.00 ea.; 6-up, $181.00 ea. 


ee | 
ares 


More SPC325R Case Options Available Online 


4 


| 


Attaché Cases with Wheels, Attaché-Style Cases, Backpack’ 


SPC325R 


The standard SPC325R LAN/Telecom 
Premise Tool Kit. Supplied in an attache- 
type roto-classic tool case. Fluke 177 
DMM not included. 


LAN/Telecom Premise Tool Kit 
<j 2 ef )-J0] > Eee 1-5, $786.00 ea.; 6-up, $747.00 ea. 


Cases, Contractor Bags, Mil-Style Cases, Soft-Sided Cases, 
Tool Belts and Pouches, Tool Boxes | 


www.specialized.net 


SPC325R SERIES TOOLS LIST 


Slip Joint Plier, 6" 


Wrench, 6" Adj w/Cushion 
Chain Nose Plier 5" 
Diagonal Cutter 4" 
Pro3000 Analog Probe 
Pro3000 Tone Generator 
Long Nose w/Cutter 6" 
Cutter w/Strip Notch 5" 


Tape Measure, 12' X %" 
Electrician’s Scissor 
Screwstarter, Slot/Phil 
Precision Knife, #1 

Nutdriver 6", 4", Ae", Ye" 
Phillips Screwdriver, #0 w/Clip 


Slot Screwdriver Y% X 4, %42 X 2, As X6 


Phillips Screwdriver #0, #1, #2 


Torx Driver, 110, 115, 720, T25 
Balldriver Hex Key Set 

Metric Balldriver Set, 1.5 -5.0 
LED AAA Penlight 

Coax Cable Cutter 

Telcom Termination Kit 
Sharpie, Black Fine Point 
Standard Locking Plier 5" 


D814-66 Delux Impact Tool 
Modular Adapter 

Telecom Probe Pick 

T6 Stripper (45-1829) 
Stat-Gard Recept Analyzer 
Cat-5 / RJ-11 Jack Tester 
XC Batt/Alternator Tester 


Screwdriver, 2-In-1, Phil/Slot 
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Network Maintenance Tool Kit 
SPC495-93 w/87V DMM & Test Set 


Our SPC495-93 Tool Kit is built for network management engineers working in a 

CAT 5 environment. This exceptional tool kit features high-quality, professional tools 
required for telecom instrumentation installs, repairs and overall maintenance includ- 
ing: cushion grip screwdrivers and nutdrivers, pliers, cutters, cable splicer’s snips, 
ball-end hex sets (both standard and metric), a 66/110 punchdown tool, modular plug 
crimp tool, tone generator and probe, a CAT 5/ RJ-11 tester — and more. Complete 
19-Ib kit is supplied in a heavy-duty roto-classic tool case that measures 17.75" 
X 12.5" x 5.25" |.D. (available separately). Option -93 includes a Fluke 87V 
DMM and TS30 Test Set. 


Network Maintenance Tool Kit with All Options 
SPC495-93..1-5, $1435.00 ea.; 6-up, $1376.00 ea. 


Attache Type Roto-Classic Tool Case Only (No Tools) 
O82X326............ 1-5, $195.00 ea.; 6-up, $186.00 ea. 


SPC495-10 
w/Test Set 


Includes all of the 
tools in the 
SPC495 plus a 


SPC495 


The standard SPC495 Net- 
work Maintenance Tool 
Kit. Supplied in a heavy 
duty roto-rugged 


SPC495-02 
w/87V DMM 


Includes all of the 
tools in the SPC495 , 


Fluke Networks tool kit plus a case. DMM and Test 

TS30 Test Set. ~ Fluke 87V DMM. » Set not included. 

SPC495-10 SPC495-02 SPC495 

Network Maintenance Tool Kit w/TS30 Network Maintenance Tool Kit w/Fluke 87V Network Maintenance Tool Kit 


1-5, $1056.00 ea.; 6-up, $1008.00 ea. 1-5, $1224.00 ea.; 6-up, $1171.00 ea. 1-5, $845.00 ea.; 6-up, $803.00 ea. 


SPC495 SERIES TOOLS LIST 


High Resolution True RMS DMM Klein, %s" X 4" Cushion Grip Screwdriver | JackTest LAN/Phone Line Tester Coax Cable Cutter 
TS30 with Bed-of-Nails Cord 7 %" Cush. Grip Screwdriver Power-Return Rule 12' X %" Disposable Penlight 
6" Slip Joint Plier 8 'Ya2" Cush. Grip Screwdriver Low-Cost Splicer's Snips 5 Inch Vise-Grip Plier 
s' Wide-Capacity Adj. Wrench w/Cushion Grip | 10 '%e" Cush. Grip Screwdriver Double Ended Screwstarter (Slot/Phillips) | Midget Open-End Wrench Set 
Pro3000 Analog Probe Klein, #2 Stubby Phillips Cushion Grip Standard Precision Knife D814 Tool w/66 Blade 
Pro3000 Analog Tone Generator Phillips Screwdriver #1 Slim Line Long Nose Needle Nose Plier Phone Line Modular Adapter 
| 6" Standard Long-Nose Plier with Side Cutters Phillips Screwdriver #2 Fuse 16-26 AWG Stranded T-Stripper 
| 5" Diagonal Cutter Plier Klein, “As Cushion Grip Nutdriver 7-Piece SAE Balldriver Set Alkaline “AA” Battery 2/pkg 
| 5" Cutter with Strip Notch Klein, 2" Cushion Grip Nutdriver 6-Piece Metric Balldriver Set 
| Klein, %" Cushion Grip Nutdriver Klein, 'Y2" Cushion Grip Nutdriver Slot/Phillips Screwdriver Set 
| Klein, “%s' Cushion Grip Nutdriver 125V Receptacle Analyzer Two-Cell AA-Size Flashlight 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TOOL KITS 
same day shipping MRO 


Inch and Metric 
Field Service Tool Kit 
SPC95-01 w/Fluke 177 DMM 


Specialized Products’ SPC95-01 Tool Kit provides an assortment of both 
standard inch-type SAE tools as well as metric-type tools. The comprehen- 
sive tool series is a favorite among service professionals that work with both 
foreign and domestic equipment. Versatile Tool Kit includes a full range of 
combination wrenches, screwdrivers, nutdriver blades, hex sets, Torx drivers, 
alignment tools, cutters, pliers and soldering equipment. Complete 28-Ib kit 
is supplied in a sturdy polyethylene tool case that measures 17%" x 1414" 

x 9" |.D. (available separately). Option -01 comes with a Fluke 177 DMM. 
Additional case styles available. 


Inch and Metric Field Service Tool Kit w/Fluke 177 DMM 
SPC95-01.............. 1-5, $1090.00 ea.; 6-up, $1041.00 ea. 


Attache Type Roto-Rugged Tool Case Only (No Tools) 
O82X595 ................. 1-5, $255.00 ea.; 6-up, $243.00 ea. 


More SPC95 Case Options Available Online 


me Sine 
ma IT 


Attaché Cases with Wheels, Attaché-Style Gaais, Backpack 
Cases, Contractor Bags, Mil-Style Cases, Soft-Sided Cases, 
Tool Belts and Eones, Tool Boxes 


SPC95 


The standard SPC95 Inch and Metric 
Field Service Tool Kit. Supplied in a 
heavy duty 9" black roto-rugged tool 
case. DMM not included. 


Inch and Metric Field Service Tool Kit www.specialized.net 
3) 21 0$2 1) cas pee ene eee 1-5, $843.00 ea.; 6-up, $801.00 ea. 


SPC95 SERIES TOOLS LIST 
Spline Key Set, 10-pc. (.033"-.110") 2 Pin Punches, Yo" and Vs" Desoldering Tool Precision Knife 


Combination Crimp Tool Ball Peen Hammer, 4-Ounce Electrician’s Scissors Regular Blade Handle 
Inspection Mirror Hand Reamer, Y"-%" Hemostat, Straight, 6" Ratcheting Blade Handle 


Ball-End Hex Set, %4'"-/6" Screwstarting Screwdriver 2 Adjustable Wrenches, 4", 8" 9 Nutdriver Blades, “6"-//2" 


Ball-End Hex Set, 1.5-5 mm 2 Wire Strippers, 10-18 and 22-32 AWG Soldering Iron, 25-Watt 9 Nutdriver Blades, 4-10 mm 


Std. Combination Wrench Set Receptacle Analyzer Chain Nose Plier, 4.5" 5 Slot Screwdrivers 


Metric Combination Wrench Set Combination Spring Hook Tool Diagonal Cutting Pliers, 4", 5" Stubby Slot Screwdriver, 4" 


Bench-Type Brush, Soft Pocket Pack/Solder Utility Plier, 10" Stubby Phillips Screwdriver, #2 point 


2 Alignment Tools Reversible Retaining Ring Plier Long Nose Plier with Cutter 3 Phillips Screwdrivers (#0, #1 and #2) 


Center Punch 3 Contact Burnishers Vise Grip Plier, Small Torx Driver Set, 6-Piece (T10-T30) 
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Pro Contractor Installation Kit 
SPC595-99 w/All Options 


Specialized Products’ SPC595-99 Tool Kit is designed 
to be a total solution for professional cable install- 
ers. Contents include necessary tools and equipment 
for troubleshooting, repairing, terminating, splicing and installation 
such as a RJ11/RJ45 crimp tool, punchdown, a variety of cushion grip 
drivers and more. Supplied in a heavy-duty soft-sided tool box (avail- 
able separately). Includes Fluke 117 DMM, TS30 Test Set & DeWalt 
DCD910KX Drill/Driver. 


Pro Contractor Installation Kit w/All Options 5 
SPC595-99..... 1-5, $1380.00 ea.; 6-up, $1321.00 ea. 


18" Soft-Sided Too! Box Only 
AVIX230 3. eee 1-5, $52.00 ea.; 6-up, $49.00 ea. 


For more information 
_ www.specialized.net 


SPC595-04 
w/117 DMM 


Includes all of the tools in the 
SPC595 plus a Fluke117 True 


SPC595-06 
w/Drill & Driver 


Includes all of the tools in the 
SPC595 plus a Dewalt DCD910KX 


SPC595-10 
w/Test Set 


Includes all of the tools in the 
SPC595 plus a Fluke Networks TS30 


SPC595 


The standard SPC595 Pro Contractor 
Installation Kit. Supplied in a soft- 


test set. RMS DMM. Drill/Driver Kit. sided tool box. DMM, Test Set, Drill/ 
Driver Kit not included. 

SPC595-10 SPC595-04 SPC595-06 

Pro Contractor Installation Kit Pro Contractor Installation Kit Pro Contractor Installation Kit SPC595 

w/TS38O W/Fluke 117 w/DCD910KX Drill/Driver Kit Pro Contractor Installation Kit 


1-5, $921.00 ea. 1-5, $896.00 ea. 1-5, $983.00 ea. 
6-up, 880.00 ea. 6-up, 856.00 ea. 6-up, 935.00 ea. 


1-5, $710.00 ea. 
6-up, 675.00 ea. 


SPCS595 TOOLS LIST 


T-59 Wiring Tacker 


.25" X .25" Clear Staples 
6" Slip Joint Pliers 
Splicer’s Knife 


Scissors with Strip Notches 


4-Position Modular Plugs, 25 
| 6-Position Modular Plugs, 25 


8-Position Modular Plugs, 25 


Wide-capacity Adjustable Wrench 
Cushion-Grip Screwdrivers, 4 
Phillips Screwdrivers, 3 
Cushion-Grip Nutdrivers, 5 
Power-Return Rule 

D814 Impact Tool 

Pro3000 Tone and Probe Kit 


Modular Plug Tool 

Untwist Tool 

7-Piece SAE Balldriver Set 
6-Piece Metric Balldriver Set 
UR-I IDC Connector 

UY-I- IDC Connector 

16-26 AWG Stranded T-Stripper 


Telephone Line Tester 
Propolymer Flashlight, 2-Cell, AA 
6-Section Compartment Box 
Temflex Vinyl Electric Tape 

CAT5 Cable Prep Tool 

30-Piece Rapid Load Set 


Need-L-Lock Crimping Pliers 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


same day shipping 


Inside-Plant 


Installer Kits . 
SPC21-96 wW/AIl Options 


Our SPC21-96 Tool Kit is the total inside-plant solution for installing anything from premise wir- 
ing to fiber optic cable. Tool Kit includes a comprehensive selection of name brand installer tools 
including wire wrap, high voltage tools, 110/66 punchdown, fish tape, MagLite, tone and probe 
and much more. It’s supplied in a heavy duty 8.5" deep roto-rugged case (available separately). 
Includes TS30 Test Set, Fluke 177 DMM and Dewalt DCD910Kx Drill/Driver Kit. 


Inside-Plant Installer Kit with Test Set, DMM and DCD910KX Drill/Driver 


SPC21-96.............. 1-5, $1980.00 ea.; 6-up, $1892.00 ea. 
Attache Style Roto-Rugged Tool Case Only 
Pe | 1-5, $205.00 ea.; 6-up, $195.00 ea. 


SPC21-01 
w/177 DMM 


Includes all of the tools in the SPC21 
plus a Fluke177 True RMS DMM. 


SPC21-O6 
w/Drill & Driver 


Includes all of the tools in the SPC21 


SPC21-10 
w/Test Set 


Includes all of the tools in the SPC21 
plus a Fluke Networks TS30 test set. 


SPC21-04 SPC21-06 
SPC21-10 Inside-Plant Installer Kit Inside-Plant Installer Kit w/ 
Inside-Plant Installer Kit wW/TS3O ~~ wW/Fluke 177 DCD910KX Drill/Driver Kit 
1-5, $1460.00 ea. 1-5, $1496.00 ea. 1-5, $1522.00 ea. 
6-up, 1392.00 ea. 6-up, 1427.00 ea. 6-up, 1447.00 ea. 


plus a Dewalt DCD910KX Drill/Driver Kit. 


_TOOL KITS 


Cable Installation 


SPC21 


The standard SPC21 Inside-Plant 
Installer Tool Kit in a heavy-duty 
roto-rugged case. DMM, Test Set, 
Drill/Driver not included. 


SPC21 

Inside-Plant Installer Kit 
1-5, $1249.00 ea. 
6-up, 1187.00 ea. 


SPC21 SERIES TOOLS LIST 


T-59 Wiring Tacker Pro3000 Analog Probe CG Phillips Screwdrivers, 2 Splicer’s Snips 


CG Nutdrivers, 5 


Insulated Screwdriver 


HSS Drill Bit Set, 13-Pc 


.20" X .25" Black Staples Pro3000 Analog Tone Generator 


%6'" X /s' Black Staples VoltAlert 20, 90V A/C Double-Sided Power Return Rule 


CG Adjustable Wrenches, 2 8" Std. Lineman’s Pliers 10- to 22-AWG Crimp Tool 


CG Stubby Phillips Screwdriver 5" Cutter with Strip Notch Medium Driver’s Gloves 


10" Utility Plier Cushion-Grip Screwdrivers, 4 Cable Splicer Knife 
Eversharp 110 Blade Wire Stripper w/Cutter Work Light 
16-0z. Curved Claw Hammer 33' Electrical Tape D-Cell MagLite 


Retractable Utility Knife 

22-24 AWG Hand Wrap Tool 
20-26 AWG Left Unwrap Tool 
Standard L-Wrench Set, 12-Pc 
Insulated Slip-Joint Plier, 8" 


25' Extension Cord 


8" Coaxial Cutter 
Release Tool 

7" Vise-Grip Plier 
D814 Tool w/ 66 Blade 


50' Fish Tape w/Steel Reels 


www .specialized.net 
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FOOL KITS _ 


Fiber Optic 


Standard Fiber Optic Install Tool Kit 
SPC35R 


Our SPC35R Tool Kit has become the industry standard for fiber optic cable installers. This specially de- 
signed kit features cleaning, inspection and installation tools and equipment such as Kevlar cutters, buffer 
strippers, lint-free wipes, cutters/pliers, nutdrivers, screwdrivers, a seam ripper, fiber swabs, a 100x fiber 
inspection scope and much more. Complete 25-Ib tool kit is supplied in a black polyethylene roto-rugged 
case that measures 17.75" x 14.5" x 6" |.D. (available separately). Additional case styles available. 


Standard Fiber Optic Install Tool Kit 
SPC35Re oe 1-5, $1244.00 ea.; 6-up, $1182.00 ea. 


Attache-Type Roto-Rugged Tool Case 
082X474... 1-5, $205.00 ea.; 6-up, $195.00 ea. 


SPC35R TOOLS LIST 
Lint-Free Alcohol Wipes 


High-Leverage Cable Cutter Fine Point Black Sharpie 


Seam Ripper 


Fiber Splinter Removal Tweezer Four-Ounce Pump Bottle 


Rotary Cable Stripper Low-Cost Splicer's Snips Cable Sheath Cutter 
Tubing Cutter, Ye" - 1%" Retractable Utility Knife 2-Step Coax Cable Stripper, to “%" 
6" Diagonal Cutting Plier Desoldering Bulb Hand-Held Fiber Scope 


6" Std. Lng-Nose Plier w/Side Cut 5 Nutdrvrs “6, 2", %", As, V2" Dispenser w/ Wire Marking Tape 
9" High-Leverage NE Side Cutter Multi Wire Strip/Cut 10-20 AWG Cotton Friction Tape 4" X 60' 


8'%2" CG Screwdriver Keviar Cutter Fiber Optic Ferrule Cleaner 
2 Phillips Screwdrivers #1, #2 250 Micron Buffer Stripper 2.5mm Ecnmy Fiber Swab 50/pkg. 
Power-Return Rule 12' X %" 3mm Fiber Optic Buffer Stripper General Purpose Cotton Swabs 


Fiber Optic Installer Tool Kit 
SPC870 


The SPC870 Fiber Optic Installer Tool Kit features a collection of essential tools and equipment 
required for tasks associated with installation, maintenance and termination of fiber optic cables. 
This Basic Fiber Kit includes a cable splicers kit, Kevlar shears, screwdrivers, pliers, files, 

safety glasses, fiber cleaning materials and much more. Complete 24.8-Ib kit is supplied in a 
heavy duty roto-rugged case that measures 17.75" x 14.5" x 9" I.D. (available separately). 


Fiber Optic Installer Tool Kit 
SPCS& 7 Osi icon eee 1-5 $770.00 ea.; 6-up, $732.00 ea. 


Attache-Type Roto-Rugged Fiber Case 
OB2X9 34 csc abeetianicnes 1-5 $180.00 ea.; 6-up, $171.00 ea. 


SPC870 TOOLS LIST 


Straight Reamer/Scraper 5" Standard Diagonal Cutter | Diagonal Cutting Pliers, 8" | FiberClean Dispensing System Kimwipes 4.5" x 8.5", 280/Box 
| 5-pc Fold-Up Hex Key Set, «"-%4" 9" High-Leverage NE Side Cutter Four-Ounce Pump Bottle Tie Wraps, 6" & 15", 100/pkg. Cloth Tape, 27%" x 66' 
| 99% Isopropyl Alcohol Swipes 2 Phillips Screwdrivers #1, #2 Industrial Acid Brush Only Std. Replacement Blades RTV Silicone Adhesive / Sealant 
No-Nik Wire Strippers, .010 CG Wide-Capacity Adj. Wrench '%/e", 1%." Screwdriver with Phillips Std. Precision Knife Vice-Grip 6" Long Nose-Type 
| Splicer's Kit 6" Std. Long-Nose Plier w/Side Cutters Precision-Point Tweezer 250 Micron Buffer Stripper Wire Marker Dispenser 
Heavy-Duty Shears 2 CG Screwdrivers 8'/42", 10'%6" Angled-Point Tweezer Fiber Optic Shears Coaxial Cable Stripper 
| 10" Utility Plier Power-Ret. Rule-Dbl. Sided 7.5m X 25mm | Retractable Utility Knife Safety Glasses, Clear Vinyl Electrical Tape 
Half Round 8" File 7-pc Folding Hex Set, 1.5mm - 6mm Glass Flux Bottle, 2 0z. Seam Ripper Syringe w/Needle 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


TOOL KITS 
High Voltage 


; same day shipping 


~~ 


High-Voltage Site Maintenance Tool Kit 
SPC965C-12 w/ Intrinsically Safe DMM 
High voltage double-insulated tools from Cementex are tested to 10,000 volts and rated for use up to 


1000 VAC and 1500 DC. Our SPC965C-12 contains a complement of insulated tools including pliers, 
strippers, screwdrivers, nutdrivers, wrenches, sockets, plus safety equipment such as insulated gloves. 


Complete 45-Ib kit is supplied in a high-density high-visibility wheeled yellow case that measures 
17.75" x 14.5"x 10.5" |.D. (available separately). Option-12 comes with a Fluke 87V-Ex intrinsically 
safe DMM. Additional case styles available. 


High-Voltage Site Maintenance Tool Kit with Fluke 87-5-EX 
SPC965C-12 .....1-5, $3855.00 ea.; 6-up, $3708.00 ea. 


Attache-Type Roto-Rugged Wheeled Too! Case 
082X431......... 1-5, $375.00 ea.; 6-up, $357.00 ea. 


For more information 
www.specialized.net 


~ The standard SPC965C High- , “Sl ] So ~ : SPC965C High-Voltage Site 
Voltage Site Maintenance Tool Kit. Oa ~ Maintenance Tool Kit with DMM. 

Supplied in a high-visibility yellow iAP : Supplied in a high-visibility yellow 
case with wheels. DMM not included. case with wheels. 


\ SPC965C Ss" eA spc96sc-02 w/DMM 


High-Voltage Site Maintenance Tool Kit High-Voltage Site Maintenance Tool Kit with Fluke 87V DMM 
SPC9OGS5C .............. 1-5, $2956.00 ea.; 6-up $2809.00 ea. SPC965C-O2......... 1-5, $3335.00 ea.; 6-up $3177.00 ea. 


SPC965C SERIES TOOLS LIST 
10" Water Pump Plier 


Batteries, AA (2/Pk) 30-200 In. Lbs. %" Sq. Dr. Torque Wrench 


72" Diagonal Plier Box End Wrenches, %", As", 2", %e', %', Vis", 4", He, “”", Ae", 1" 


¥." Sq. Dr. Ext. Bar 3" 
8" Needle Nose Plier 14 Long Arm Allen Wrenches, Ys", 2", Ya", Ya", As", Ya2", Ye", Ae", 2", Yea", As", Zo", Yea", Yea" 


¥" Sq. Dr. Ext. Bar 6" 


¥" Sq. Dr. Ratchet 9%" Cable Cutting Plier 10 Std. Sockets, %" Sq. Drive, As", %", Ae", Ya", As", %", Ve", A", Ae", Z" 


6" Mini Flashlight 9" Lineman’s Plier 3 Cabinet Tip Screwdrivers, “%4" X 6", Ye" X 4%", He" X 6" 


2 Gloves Kits, Size 11, 9 10-22 AWG Wire Stripper/Crimper/Cutter 7 Ex. Long Nutdrivers, 6" X 6", %4" X 6", As" X 6", 2" X 6", %" X6", As" X 6", %" X 6" 


Hacksaw 5" Cutting Depth %«' X 6" Mechanic’s Tip Screwdriver 


%a" X 2" Slotted Screwdriver 2 Phillips Tip Screwdrivers, #2 X 4", #2 X 8" 
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TEST EQUIPMENT 


New Products 


Fluke 27/28 Il Waterproof 
Rugged Digital Multimeter 


The Fluke 27 Il and 28 Il Waterproof Rugged Digital Multimeters are built for 
tough work environments. These Fluke meters, having been engineered and 
tested to withstand a 10 foot drop on concrete, define a new standard for 
operating in harsh conditions. The fully submersible multimeters are designed 
to float to the surface and feature backlit keypad buttons for easy visibility in 
low-lit areas. The Fluke 28 Il model also features True-RMS, a temperature 
measurement range of -40°C to +1090°C (with display in °C or °F) and Low 
Pass Filter for working on variable speed drives. 


27 || Waterproof Rugged DMM 


OA SXOAT rie keeescte te ook ase cnet tee eens seca een $419.95 ea. 


28 Il True-RMS Waterproof Rugged DMM 


O45 XOTS seslisssieesieionnayctentetsaet eae eee ne $399.95 ea. 


For more information 
. www.specialized.net 


CPK1000 Cable and Inline Power Kit 


The Byte Brothers CPK 1000IL Cable and Inline Power Kit can handle 
both the cable and the power by combining the Real World Certifier with 
a double jack “inline” Power Panel CAT 5/6 DVM. The Real World Certifier 
gives speed testing up to 1 GIG and is the perfect tester for UTP Cables 
and LAN devices. Features speed parameter tests, cable propagation delay, 
cable skew, cable typing (CAT 3, 5, 5e, 6), attenuation, cable verification, high 
accuracy TDR, LAN device tester and tone/probe functions. The inline Power 
Panel is a CAT 5/6 DVM and Network/PoE Tester. CAT 5/6 cables are jammed 
with data, phone, surveillance cameras and now 48 volts of PoE (Power over 
Ethernet). Inline feature allows passing PoE power to the device and monitor- 
ing of the device while it is on. Also displays power draw in watts. 


The CPK1000 comes with Inline Power Panel Network Unit and the Real World 
Certifier Kit which is made up of the main and remote units, 2 CAT 5e patch 
cables, 64 Passed stickers, two 9 V batteries, instructional DVD and user’s 
manual in a protective zippered case. 


www.specialized.net 


Fluke 233 True-RMS 
Remote Display DMM 


The Fluke 233 Remote Display DMM 

lets the user be in two places at once. 
Wireless technology allows the remov- 
able display to be carried up to 30 feet 
away from the point of measurement. 
So, holding both the meter and the test 
leads to make a measurement or making 
measurements in machines or panels that are physically separated from a 
limit or isolator switch is no longer problematic. 


233 True-RMS Remote Display DMM 
O45X5555 o.viccisisssicstadd ness ete ee ee $299.95 ea. 


Network Test and Certification 


" "By teBrothers* 


CPK1000 Cable and Inline Power Kit 
717OX115 see eee 1-2, $699.00 ea.; 3-up, $679.00 ea. 


POE1OOOIL Power Panel Network Inline Unit 
7Z0X04023 eee 1-5, $159.00 ea.; 6-up, $155.00 ea. 


RVW/C1000K Real World Certifier Kit 
£10X0502 1-5, $595.00 ea.; 6-up, $566.00 ea. 


FREE Ground Shipping on Web Orders Until December 31, 2009! 


A 
Z GSA Cage: 62764 


INFORMATION 63 | 


Hardware Store GS-OGF-0O0O11J 
FSC Schedule 51, Part V SIN 105-002 
Class: SMALL BUSINESS 


Payment By Government Credit Card or Purchase Order. Standard Freight Prepaid (CONUS) 


Some products appearing in this print catalog are not eligible for inclusion on GSA contracts. Please refer to our website www.specialized.net or contact our 
Government Sales Department at 800-866-5353 or 817-329-6647 (local). Dial ext. 2 for a sales specialist. 


UNITED STATES 
POSTAL SERVICE = 


Be 


Payment Methods 


Company Purchase Orders 
For qualified commercial firms and government agencies, Specialized Products extends Net30 pay items. 


Payments in Advance 


Organizations or persons making initial purchases from SPC should include full payment with all mail 
orders. Make checks payable to Specialized Products Company. 


RayPalk 


Web purchases can be paid conveniently over the internet through PayPal®. 


Credit Cards > Te DISCOVER) | Sit 


Specialized Products accepts: last Cards 


| VISA. 
Focatic aid 


Fiber Optics Tools Cable Installation Test Equipment Shop Supplies | cases | Tool Kits 


KITS BY CASE STYLE CABLE INSTALLATION KITS FIBER OPTIC KITS KITS BY PRICE RANGE TOOL CASES ONLY 
Attache Kits with Wheels A/V Kits Installer Kits Kits Under $250 Attache Cases with Wheels 
Attache Style Kits Connector Termination Kit Splice Kits Kits $250 - $500 Attache Style Cases D ro p - Down M enus 
_ Backpack Kits Contractor Installer Kits Termination Kits Kits $500 - $750 Backpack Cases 
| Contractor Bag Kits Datacom Kits Test and Inspection Kits Kits $750 - $1000 Contractor Bags 4 
| Flex Kits LAN/Data Kits TKT-UniCam Kits Kits $1000 - $1500 Mil-Style Cases Mouse-over the blue category tabs 
Mil-Style Kits Tool Belt Kits Kits Over $1500 Soft-Sided Cases j j 
Soft-Sided Kits HIGH VOLTAGE KITS Tool Belts and Pouches to view all available products at a 
Tool Belt Kits FIELD ENGINEER KITS Electrician's Kits CUSTOMIZED KITS Case Parts & Accessories glance. It makes finding the product 
| Tool Boxes and Tool Rolls Field Service Kits Service and Repair Kits Special Purpose Kits ‘ 
Flex Kits Site Maintenance Kits Tool Kits with Options TECHNICIAN KITS you’re looking for a snap! 
| MRO KITS LAN/Data Kits Electronics Maintenance 


Electro-Mechanical Kits 
Site Maintenance Kits 


Powerful Search 
Quickly and easily search over 10,000 products. 


My Account 


Search 


Shop Suppli 


Manage Your Account 


Express Checkout 

Enter billing and shipping information along with 
your credit card information and all future check- 
outs will be only two steps. 

E-Mail Updates 

Get occasional special pricing and promos by sign- 
ing up for e-mail updates. 

Address Book 

New addresses are saved each time you add a dif- 
ferent billing or shipping address during checkout. 


www.specialized.net 


Workstation/PC Repair Kit 


Contract Holder 


Saved State/Province * v Zip Code* 
Shipping Country* v 
Addresses Phone Number* Fax Number 
Quickly save and easily Ghiding Address 
choose from your saved 
i _/ Ship to Billing Address 
© ship-to addresses. © ship to saved address | Select a Saved Address . 
Omreercreerie select aSaved Address 
1100 S. Kimball Ave., Southlake, Texas, UNITED STATES - 76092 
Shipping Method 
> Click to Choose Shipping Option 
Order History 


Determine an order’s status, plus check order 
dates and order numbers for items you’ve pur- 
chased in the past. 

Duplicate Order 

Quickly repeat an old order through My Account 
with any changes to address, item quantities, etc 
Wish List 

Save a list of items you're thinking about buying 

to find them easily next time you’re shopping. Also 
share your favorite items with associates via e-mail. 


Contact Us 
By Phone: 800-866-5353 
By FAX: 
By Mail: 


800-234-8286 


1100 S. Kimball Ave. 
Southlake, TX 76092 


By E-Mail: sales@specialized.net 


www.specialized.net 
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‘EM Y*N Contract Holder : 


FSS Contract GS-06F-0011J s 


1-300-866-5353 


